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ABSTRACT 

Based on a three-phase program review process used at 
Miami-Dade Community College (MDCC) in Florida, this report presents 
a series of tables providing job placement and enrollment data for 
the college's associate in science (AS) programs. The tables present 
the following: (1) information on enrollments, completions, and 
graduate placement for the 33 AS programs that met state standards 
for program placements; (2) the same information for the 29 programs 
that did not meet placement standards; (3) a list of programs with no 
graduates in 1984-85 and 1985-86; (4) a list of programs with fewer 
than 15 enrollees; (5) a list of programs flagged for below standard 
performance; (6) a comparison of enrollment and placement rates of 
MDCC programs with other community colleges; (7) statewide vocational 
program placement rates for community colleges compared to MDCC 
1983-84 graduates; and (8) internal program review data for 1981-82 
through 1985-86 by campus on program enrollees, program graduates, 
employment patterns, continuing education patterns, placement rates, 
and student majors. (EJV) 
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INTERNAL PROGRAM REVIEW OF 
ASSOCIATE IN SCIENCE PROGRAMS 
1981-82 THROUGH 1985-86 

Historically, Miami-Dade Community College has continually moni- 
tored its occupational programs to determine needs and effectiveness. As a 
result, programs were added, deleted, or consolidated. The Program Review 
process over recent years has intensified due to expauded statewide 
assessment mandates. Three phases comprise program review. Level I 
identifies programs below the 70% standard for the placement of program 
graduates in jobs related to their college training; continuation of 
education is also calculated into this standard. Level II provides for an 
in-depth review of those programs initially identified. Programs falling 
below the 60% placement rate are automatically reviewed. This review seeks 
to resolve local management issues and practices through a plan of action. 
Level III employes program funding termination procedures. Implementation 
of these Florida statutes began with the 1984-85 program completions. If, 
beginning with this date, programs fail to meet standards within three years 
(1986-87), funding for these programs will cease. 

Data for these tables were obtained from: 1) surveys of former 
students, 2) Department of Labor tapes, 3) State University System course 
file tapes, 4) an elaborate crosswalk between M-DCC program codes and State 
Standards of Industrial Classification (SIC) codes, and 5) M-DCC student 
data files. The option given by the State to delete Non-Resident Aliens in 
1984-85 report year from the completions pool enhanced equity in reporting 
data populations. Data from the Survey of Applicants for Graduation, a 
sixth source of data, will be reflected in placement results in the 1986-87 
report year. 

Table 1 displays the 33 Associate in Science programs that met 
State standards for program placements. The number of completions shown may 
have been f irst-time~in-co liege enrollments three or four years earlier. 
The four secretarial science programs have since been subsumed under the 
Office Technology program. The numbers of graduates shown for continuing 
education is believed to be under-reported. A number of these completers 



are attending private institutions of higher learning in Florida or have 
since enrolled in public universities out of state. This conclusion is 
based on extrapolations from previous research and empirical findings. 

Programs not meeting State placement standards are presented in 
Table 2. There are 29 of these programs. Approximately half of these 
programs have a 0% placement rate due to nearly zero numbers of completions. 
A closer examination of the bottom five programs marginal to the placement 
criterion (64%~67%) reveaLs that the unknown status of graduates contributed 
heavily to marginality. A number of programs have fewer than six comple- 
tions. In an internal report of the Division of Community Colleges on the 
"Analysis of 1983-84 Vocational Placement Rates, 11 dated September 24, 1985, 
concern was expressed over the statistical significance with regard to 
program decisions made on a one-year basis for these programs. It was 
recommended that a trend analysis would more accurately reflect program 
performance. Data for trend analyses are detailed in subsequent tables in 
this report. 

Table 3 lists A.S. programs with zero graduates for 1984-85 and 
1985-86. Three programs (Commercial and Industrial Photography, Home 
Economics, Instrumental Technology) have no graduates across years. Occupa- 
tional programs in alphabetical order across five years in this report 
detail indicator variables for a holistic perspective. 

Table 4 shows programs with fewer than 15 enrollees in 1984-85 and 
1985-86. Programs not meeting this standard over comparison years are Home 
Economics, Electrical Distribution Technology, Recreational Leadership, and 
Fire Service Administration. 

Performance indicators is the topic of Table 5. The five State- 
imposed variables (headcount minimum 15, headcount by range, at or above 
index standard, completion index range and 70% placement) are flagged (X) 
for non-compliance to standards. The headcount range variable is specific 
to each program and is defined as .8 or more than 1.2 of prior two-year 
average. The index standard variable has been set at .33. Where headcounts 
exceed the upper range, the M X n flag has been converted to an "a," a 



-2- 

6 



positive indicator. Exact placement percentages for each program follow 
later in the report. A quick comparison across years by program can be seen 
for the 70% placement standard. 

Programs below the 70% placement criterion at Miami-Dade Community 
College are compared with corresponding programs among the 27 other 
community colleges in Florida in Table 6. A blank (-) represents no compa- 
rable program. The digits show percentage below criterion. Symbols are 
keyed at the bottom of the page. Only programs with comparable titles and 
CIP codes are included in this table . Three programs (Home Economics, 
Postal Management, Real Estate) across colleges are uniformly low in produc- 
ing completors. 

Table 7 presents the \\>2ar\ statewide program area placement rates 
for community colleges compared to Miami-Dade Community College placement 
rates by programs for 1983-84 graduates. Generally, those program areas 
statewide having low mean placement rates corresponded to M-DCC programs 
with low placement rates. In some of these program areas (Aviation 
Tech. /Administration, Court Reporting, Electroencephalographic Tech. , 
Fashion Design, Vision Care Tech. Opr.), M-DCC's rates were largely contrib- 
utory to the state mean. M-DCC f s Hospitality Management, Office Technology, 
Radiologic Technology, and Business Data Processing programs far exceeded 
the state mean in 1983-84. Programs that were -far below the state placement 
mean are Marketing and Real Estate. Programs at M-DCC that were not obvi- 
ously associated with state program areas were omitted from this table. 

Tables 8-65 contain, in alphabetical order by program title, 
data for the report years 1981-82 through 1985-86. Variables in these 
tables include those related to the success criterion. Included also are 
variables that contribute negatively to placement rates. Declaration of 
intent to enter a program by both A.S. and A. A. students are a form of 
enrollment projections. With the exception of 1982-83, a.ll employed related 
and continuing education headcounts arc unduplicated. In 1984-85 Non- 
Resident Aliens were removed from the placement pool as permitted by the 
State, hence the pool may be smaller than the number of program graduates. 
The percent placed is comprised of employed related and continuing 
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education, the only two factors defined as success. The 1985-86 placement 
data will be collected this Winter Term, thence the blanks for that year. 
Many programs are single campus programs and collegewide data reflect that 
singularity. 

Ratios of program graduates to program enrollees are a highly 
inappropriate method of measuring program success as is commonly done in 
comparisons with universities. Graduates of community colleges in any given 
year may have been enrollees as far back a;* zvunty years. More likely, with 
a 65% Fall Term part-time status of students, these occupational graduates 
were enrollments for three to five years previous to completion. The 
parameters for determining success of vocational graduates by the State is 
detrimentally restrictive. This narrowness raises issues related to the 
definition of success. Are students who have met their educational goals 
short of a degree unsuccessful? Are those who fulfilled their intent of 
upgrading job skills unsuccessful? Are students whose patterns of 
enrollment differ from that of the traditional university student less 
deserving of program funding support than their traditional counterparts? 
Are conceptual strictures and myopia rigidly excluding other successful 
outcomes as criterion measures? These issues concerning the operational 
definition of success are particularly critical when one considers that the 
part-time enrollment rate is 65% and many community college students fulfill 
short-term objectives for attending college that enhance their career and 
personal needs • 



8 



Table 1 



Programs Meeting the 70% Placement Criterion 
Associate in Science 
1984 - 1985 Data 



Completion 
Employed 



Completion 
Continuing 



Program 



Percent 



"ode 


Enrollment 


Completion 


Related 


Education 


Placeme 


Kl 


94 


10 


6 


1 


70 


S7 


74 


7 


3 


2 


71 


82 


472 


97 


74 


0 


76 


M7 


83 


26 


20 


0 


77 


P3 


71 


40 


31 


0 


77 


76 


353 


14 


10 


1 


79 


R9 


139 


5 


4 


0 


80 


K2 


28 


5 


4 


0 


80 


n 


61 


21 


17 


0 


81 


u 


270 


21 


17 


0 


81 


M3 


78 


11 


8 


1 


82 


PI 


257 


131 


109 


0 


83 


62 


124 


31 


25 


1 


84 


N4 


130 


81 


72 


0 


89 


M9 


84 


9 


7 


1 


89 


78 


70 


10 


8 


1 


90 


T5 


138 


10 


9 


0 


90 


K7 


250 


40 


36 


0 


90 


N2 


76 


21 


19 


0 


90 


83 


192 


23 


21 


0 


91 


M6 


86 


29 


27 


0 


93 


94 


143 


24 


16 


7 


96 


m 


54 


25 


22 


2 


96 


J2 


15 




0 


1 


100 


54 


23 




1 


0 


100 


R5 


89 




1 


0 


100 


75 


65 




3 


0 


100 


R4 


25 




1 


0 


100 


Tl 


223 


20 


20 


0 


100 


T2 


11 




2 


0 


100 


81 


144 




4 


0 


100 


95 


21 




1 


0 


100 


K5 


22 




2 


0 


100 



Aviation & Allied Studies 
Hospitality Management 
Nursing AM 

Physical Therapy Technology 

Nursing ADN Jackson 

Accounting 

Banking and Finance 

Dietetic Tech. Nutrition 

Nursing Accelerate Option ADN 

Legal Secretary 

Medical Records Technology 

Nursing ADN Transition 

Funeral Service Education 

Dental Hygiene 

Medical Lab Technology 

Fashion Design 

Legal Assistant 

Executive Secretary 

Respiratory Therapy Technology 

General Office 

Vision Care Technology 

Early Childhood Technology Assistant 

Radiologic Technology 

Civil Engineer Technology 

Civil Engineer General 

Commercial Art & Advert. Design 

Court Reporting 

Electromechanical Technology 

Fire Science Technology 

Fire Service Administration 

Marketing Management 

Mechanical Industry Engineering Tech. 

Medical Secretary 

o — 

ERiC 
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Table 2 



Programs Not Meeting the 702 Placement Criterion 
Associate in Science 
1984 - 1985 Data 











Completion 


Completion 












Employed 


Continuing 


Percent 


Program 


A J 

Code 


Enrollment 


Completion 


Related 


Education 


Placement 


Arcnitecuirai lecnnoiogy 


CO 


49 


1 


0 


0 


0 


Career riiou/ rJLignt tngineenng 


LC 

DO 


qa 
oU 


5 


0 


0 


0 


iinematograpny 


Jo 


15 


A 

0 


0 


0 


0 


commercial a industrial Photography 


TC 


34 


0 


A 

0 


0 


0 


engineering Drawing Design lectii 


£C 

Dj 


31 


1 


0 


0 


0 


U AM A N AA^AMI AA 

nome &cononiics 


n 


L 


0 


A 

0 


0 


0 


instrumentation Technology 


CO 

58 


i a 

12 


A 

0 


0 


0 


0 


lanGscape i/evciopment 


15 


4 


A 

0 


0 


0 


0 


roscEi Management 


TO. 
J J 




2 


0 


0 


0 


Unci Cc'f'af'rt 


lo 


oc 
O 


0 


0 


0 


0 


Kecreationai Leadership 


85 


10 


2 


0 


0 


0 


oign Language studies 


J7 


OA 

29 


A 

0 


0 


0 


0 


interior Design Technology 


0*7 

87 


1 OA 

139 


a n 

23 


10 


1 


48 


AM AA A JlaJftJ Alldniill AMI 

Aviation Administration 




45 


13 


1 


1 


15 


Hignt Attendant 


0/ 


1 A 

19 


4 


0 


1 


25 


Land surveying 


Jl 


14 


3 


1 


0 


33 


Jasnion Merchandising 


(HO 

So 


/ 0 

43 


5 


2 


0 


40 


Electrical Distribution Tech. 


70 


A A 

10 


2 


1 


0 


50 


Air lonaitioning Engineering Tech. 


CO 


56 


1 4 

11 


6 


0 


55 


uusmess Administration 


•7"? 

77 


/ Art 

408 


A l 

21 


12 


0 


57 


Management Development 


en 

59 


1 A / 

104 


10 


6 


0 


60 


Radln/TV BroadcaqHrto Tprh 


00 






11 


1 


60 


Business Data Processing 


55 


697 


46 


19 


9 


61 


Travel & Tourism Management 


K3 


203 


26 


16 


0 


62 


Criminal Justice Administration 


84 


164 


14 


7 


2 


64 


Electronics Technology 


56 


566 


46 


28 


3 


67 


Aviation Technology 


51 


30 


6 


3 


1 


67 


Electroencephalograph^ Tech. 


P2 


11 


3 


2 


0 


67 


Graphic Arts Science Tech. 


57 


37 


3 


2 


0 


67 



11 
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Table 3 



Associate in Science Programs with Zero Graduates 
1984-85 and 1985-86 





Program 


Number of 


Program Title 


Code 


Graduates 


1984-1985 


Cinematography 


J6 


0 


Commercial and Industrial Photography 


J5 


0 


Home Economics 


79 


0 


Instrumentation Technology 


58 


0 


Landscape Development 


73 


0 


Real Estate 


T6 


0 


Sign Language Studies 


J7 


0 


1985-1986 


Civil Engineer Technology 


J2 


0 


Civil Engineering General 


54 


0 


Commercial & Industrial Photography 


J5 


0 


Dental Technology 


J8 


0 


Electrical Distribution Technology 


70 


0 


Electromechanical Technology 


R4 


0 


Home Economics 


79 


0 


Instrumentation Technology 


58 


0 


Land Surveying 


Jl 


0 


Recreational Leadership 


85 


0 




Table 4 

Programs With Fewer Than 15 Enrollees 
1984-85 and 1985-86 





Program 


Number of 


Program Title 


Code 


Graduates 


1984-1985 


Home Economics 


79 


2 


Landscape Development 


73 


4 


Electrical Distribution Technology 


70 


10 


Recreational Leadership 


85 


10 


Electroencephalographic Technology 


P2 


11 


Fire Service Administration 


T2 


11 


Instrumentation Technology 


58 


12 


Land Surveying 


Jl 


14 


1985-86 


Dental Technology 


J8 


1 


Home Economics 


79 


3 


Recreational Leadership 


85 


4 


Electroencephalographic Technology 


P2 


7 


Flight Attendant 


67 


8 


Electrical Distribution Technology 


70 


10 


Fire Service Administration 


T2 


10 


Civil Engineer Technology 


J2 


11 


Land Surveying 


Jl 


11 


Civil Engineering General 


54 


12 


Mechanical Industrial Engineering Technology 


95 


12 



14 
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Table 5 



ASSOCIATE IN SCIENCE PROGRAM STANDARDS (FLAGS 1 ) FOR LEVEL 1 PROGRAM REVIEW 

1981-82 THROUGH 1983-8A 2 



Headcount 
Minimum 15 



Accounting 

Air Conditioning Eng. Tech. 
Architectural Technology 
Aviation Administration 
Aviation & Allied Studies 

Aviation Technology 
Banking & Financial Inst, 
Building Construction Tech. 
Business Administration 
Business Data Processing 

Career Pilot/Flight Engineering 
Cinematography 

Civil Engineering Tech-Construction 
Civil Engineering Tech-General 
Commercial & Industrial Photo 



Headcount 
by Range 



At or Above 
Index 
Standard 



x 
x 

X 
X 
X 

X 
X 
X 



X 

a 

X 

a 



x 

X 
X 



Completion 
Index 
Range 



1982 



70% 
Placement 
1983 1984 



x 
x 

X 



X 

x 

X 



X 
X 



X 
X 
X 
X 



X 
X 
X 
X 

X 
X 

X 
X 

X 
X 
X 



Commercial Art fir Adv. Design 
Court Reporting 

Criminal Justice Administration 
Dental Hygiene 

Dietetic-Techn. Nutrition Care 

Early Childhood Tech. Assistant 
Electrical Distr. Technology 
Elect roencephalographic Technology 
Electromechanical Technology 
Electronics Technology 

Engineering Drawing & Design 
Fashion Design 
Fashion Merchandising 
Fire Science Technology 
Fire Service Administration 
Flight Attendant 



x 
x 



x 

X 



a 
x 



X 
X 



X 
X 
X 
X 



X 
X 



X 
X 



X 
X 
X 
X 
X 

X 
X 
X 



*Flags (x) are indicators of performance below standards. 
Only the 70% Placement covers 3 years; other variables are for 1983-84. 

3 

At or above upper range of headcount. 

15 
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Tabic 5 
(continued) 

ASSOCIATE IN SCIENCE PROGRAM STANDARDS (FLAGS 1 ) FOR LEVEL I PROGRAM REVIEW 

1981-82 THROUGH 1983-84 2 



Headcount 
Minimum 15 



Headcount 
by Range 



At or Above 
Index 
Standard 



Completion 
Index 
Range 



1982 



70% 
Placement 
1983 1984 



Funeral Service Ed. 
Graphic Arts Science Tech. 
Home Economics 
Hospitality Management 

Instrumentation Technology 
Interior Design Technology 
Land Surveying 
Landscape Development 
Legal Assistant 

Management Development 

Marketing Management 

Mechanic Indus. Engineering Tech. 

Medical Lab Technician 

Medical Record Technician 

Nurs ing*-Accelera ted 

Nurs ing-Generic 

Nurs ing~Transit ion 

Physical Therapy Assistant Tech. 

Postal Management 

Radio/TV Broadcast Technology 
Radiologic Technology 
Real Estate Management 
Recreational Leadership 
Respiratory Therapy Technology 

Sign Language 

Travel & Tourism Management 
Vision Care Technology 



x 
x 



X 
X 
X 



X 
X 



X 
X 



a 
a 



a 
x 
a 



x 

X 



X 
X 



Flags (x) are indicators of performance below standards. 

2 

Only the 70% Placement covers 3 years; other variables are for 1983-84. 

3 

At or above upper range of headcount. _ 

lb 



x 
x 
x 
x 



x 
x 



X 
X 



X 
X 
X 
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Tabln 6 



Statewide Comparison with M-DCC Associate in Science Programs Below Acceptable 
Percent Placement Level (Deported js of 5/24/86) 

Florida Community Collets 



CIP Prograa Title 



C 
E 
N 
T 

B B P C D 
R R A H A 
E 0 L I V 

K V v 

D A A F 

C R R I I N 0 

C D D A 



E 

D F 
fill 
0 0 S A 



F H I 

I IN I. 

0 C L 0 A 
R 0 t I L K 

1 L S A A E 
D F B H 1 

A 0 E S 

C A R 0 

K 0 0 I C M 

E A II V I T 



S S 



A A H Jr. S T H R Y R E 



1261505010 
1261501010 
1264501062 
1264901990 
1250604010 
1250703010 
, 1264901020 
: 1265006021 
1 1264802040 
1274301O40 
1261503020 
1231702060 
1261503030 
1261502020 
1220801020 
1264901060 
1264802010 
1262001010 
1261504040 
1260405010 
1210106OS0 
1261502031 
1250604990 
1260620011 
1261001041 
1220617011 
1273601990 
1231708200 
1220811050 



55 S - S r4C S - 46 



NC 
S 



S 



MC S 0 
- S - 









P 








A 


A 








A 










A 




P 




T 

I 


I 






s 


L 






0 


0 


L 




E 




N 


N 


S 


S 


0 


I 


V 


H 


R 


K 


H 




tl 




T 


T 


A 


E 


II 


A 


A 


A 


T 


A 






S 








1 


H 


T 


H 


I 


S 


H 


L 


3 


P 


A 




J 


P 


T 


I 


H 


A 


E 


A 




0 


E 


A 


C 


P 


0 


E 


A 


H 




S 


N 


T 


F 


0 


A 


S 


0 


0 


H 


T 




0 


F 


S 


C 


E 


L 


s 


C 


c 


L 


L 


N 


E 


F 


t 


L 


E 


I 


E 


A 


A 


H 


0 


A 


I 


S 


R 


E 


E 


A 


E 








S 


S 


NC 


S 










S 


5 




NC 



NC 



- S S 

- S - 

- S - 

55 S 5 



Air Condition En;. Tech. 
Architectural Tech. 
Aviation Administration 
Aviation Technology 
Business Aduinistration 
Business Data Processing 
Career Pilot/Flight Eng. 
Cinematography 

Commercial 6 Industrial Photo OS - . „ 

Criminal Justice Administration 64 S S S KC S S S S S NC 50 HC 67 MC S NC S 0 S 40 40 HC S S S NC S 

Electrical Distribution Tech. 50 S 

Electroencephalographs Tech. 67 



0 
19 

6? 

57 S S HC KC 5 0 S S S S S S 33 50 - S S S 

61 S S 

0 - S 

HC - - 



NC S 27 64 S 3 53 S S 63 S - S S S NC S S S S S 



S - 

68 67 



NC 



S 



HC 



Electronics Technology 
Engineering Drawing Design 
Fashion Merchandising 
Flight Attendant 
Graphic Arts Sci, Tech. 
Hone Economics 
Instrumentation Technology 
Interior Design Technology 
landscape Development 
Land Surveying 
Management Development 
Postal Management 
Radio/TV Broadcasting Tech. 
Real Estate 

Recreational Leadership 0 
Sign Language Studies NC 
Travel 6 Tourism Management 62 



67 S S S S S 44 S S S S S NC 

OS 

40 S S - - S - S - 50 - S - 

25 

67 - « - - S 

NC HC * - - NC - - - NC - KC 

HC 

48 - 33 - - S - S - - - NC - - - 

NC S S - - S S - - 

33 

60 S S S * S S S 

0 NC NC - - - - 

60 5 

NC NC HC - * 27 NC 50 S S - - NC NC HC 

0 HC « - - - 

NC - - NC ' 

• 63 



S-SSSHSMSSSS-S 
67 S 

- - - S - S - - 45 

0 

- - 5 NC - 0 - S - S - - - HC 

- - HC 



S 



S 



NC NC 50 



S - 
- NC 



S NC 



67 



NC S 

- - NC - - - - 

- NC - NC - S - 
33 S 



NC 



67 



S 



27 



NC 



No Completers 
S » Met Placement Standards 

• Ho Comparable Program 
H » Program Data Missing 
Digit * Percent of criteria attained 



V 
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Table 7 



Statewide Vocational Program Placement Rates for Community Colleges 
Compared to Miami-Dade Community College 
1983*84 Graduates 



Statewide M-DCC 







Mean 










PI apenipnf 


imh p t of 




Program Area* 


Completions 


Percent 


Completions 


Percent 


Accounting 


145 


72 


19 


79 


Air Conditioning Refrg. & Heating Mech. 


106 


67 


9 


56 




36 


58 


8 


JO 


Aviation Tech /Administration 


41 


46 


26 


46 


Broadcasting Technology 


25 


60 


19 


53 


Building Construction 


41 


78 


1 


100 


Business Administration 


398 


68 


27 


64 


Business Data Processing 


889 


49 


46 


89 


Civil (Engineering) Technology 


24 


95 


2 


100 


Commercial Art 


SO 


66 


8 


50 




12 


58 


7 




Criminal Justice (Administration) 


214 


88 


8 


88 


Dental Hygiene 


192 


88 


38 


82 


Dietetic Technology 


27 


66 


6 


67 


Early Childhood /Child Care 


107 


91 


34 


62 


Electroencephalographic Technology 


4 


50 


4 


50 


Electromechanical Technology 


7 


71 


2 


50 


Electronics Technology 


480 


74 


65 


71 


Engineering Technology 


11 


63 


2 


100 


Fashion Design 


15 


60 


13 


69 


Fashion Merchandising 


58 


67 


4 


50 


Fire Technology 


188 


88 


18 


89 


Funeral Service Education 


21 


71 


21 


71 


Hospital Management 


86 


15 


9 


78 



*0nly apparently comparable M-DCC occupational programs are matched against statewide program areas. 



Table 7 
(continued) 



Statewide Vocational Program Placement Rates for Community Colleges 
Compared to Miami-Dade Community College 
1983-84 Graduate!! 



Statewide M-MC 



Program Area* 



Mean 

Number of Placement Number of Placement 
Completions Percent Completions Percent 



Instrumentation Technology 2 ^? ,! S 

Interior Design Technology 60 56 9 

Marketing ™ 

Medical laboratory Technology 47 87 iy 

Medical Records Technology 29 82 12 92 

Nursing 2,530 

Of fice Technology 589 

Physical Therapist Assistant M 85 Z4 

) Postal Management 10 '* 

Practical Nursing 524 l w 

Radiological Technology 271 n " 

Real Estate 665 50 0 0 

Recreational Leadership 11 |J J «jj 

Respiratory Therapy 152 92 O ^ 

Surveying Technology J J 52 

Trawl Agency Operation 65 W J 

Vision Care Tech, Opr. 32 5 J « 



*0nly apparently comparable M-DCC occupational programs are matched against statewide program areas, 

Data Source: Supplement to the Executive Summary Report Implementation of Vocational Education Student 
Placement Standards. DVACE. May 6, 1986. 
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Table 8 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Accounting 



Program Code: 76 



CIP Code: 1250701020 



Report Year 



Program 
Enrollces 



Program 
Grads 



Employed 
Related 



Continuing 
Education* 



Unrelated 
Employment 



Status 
Unknown 



Placement 
Pool** 



Number 
Placed*** 



Percent 
Placed 



Fall Term Major 
Declaration by Student 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



College-Wide Summary 



Medical Campus Summary 



A.S. 



A. A. (OA) 



1981-82 


733 


16 


5 


0 


8 


1 


16 


5 


31 






1982-83 


344 


27 


16 


8 


0 


7 


27 


24 


89 


527 


5,154 


1983-84 


337 


19 


15 


0 


1 


3 


19 


15 


79 


525 


5,021 


1984-85 


353 


15 


9 


1 


4 


0 


14 


10 


71 


577 


5,103 


1985-86 


383 


11 
















550 


5,573 












North' Campus 


Summary 












1981-82 
























1982-83 


159 


12 


5 


3 


0 


4 


12 


8 


67 


240 


1,474 


1983-84 


161 


10 


8 


0 


1 


1 


10 


8 


80 


192 


1,458 


1984-85 


154 


9 


6 


0 


2 


0 


8 


6 


75 


192 


1,474 


1985-86 


152 


3 
















166 


1,586 












South Campus 


Summary 












1981-82 
























1982-83 


107 


7 


5 


3 


0 


2 


7 


8 


114* 


133 


2,909 


1983-84 


109 


4 


2 


0 


0 


2 


4 


2 


50 


153 


2,752 


1984-85 


102 


5 


2 


1 


2 


0 


5 


3 


60 


186 


2,874 


1985-86 


143 


4 
















172 


3,237 












Wolfson Campus 


Summary 












1981-82 
























1982-83 


78 


8 


6 


2 


0 


1 


8 


8 


100 


154 


771 


1983-84 


67 


5 


5 


0 


0 


0 


5 


5 


100 


180 


811 


1984-85 


97 


1 


1 


0 


0 


0 


1 


1 


100 


199 


755 


1985-86 


88 


4 
















212 


750 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
**lncludes both Employed Related and Continuing Education 
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BES1 COPY AVAILABLE 



ERIC 



Table 9 



internal Program Review of Associate in Science Degree Programs 
Miami -Dade Community College 
1981-82 - 1985-86 



Program Title: Air Conditioning Engineering Technology Program Code: 52 CIP Code: 1261505010 



Fall Terra Major 
Declaration by Studen 





Program 


Program 


Employed 


Continuing 


Unrelated 


Status Placement 


Number 


Percent 






Report Year 


Enrol lees 


Grads 


Related 


Education* 


Employment 


Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (-) 


College-Wide Summary 


1981-82 


136 


12 


5 


2 


U 


1 


12 


7 


58 






1982-83 


76 


5 


1 


0 


2 


2 


5 


1 


20 


77 




1983-84 


78 


9 


5 


0 


1 


1 


9 


5 


56 


81 




1984-85 


56 


12 


6 


0 


5 


0 


11 


6 


55 


70 




1985-86 


62 


8 
















72 




North Campus Summary 


1981-82 


136 


12 


5 


2 


U 


1 


12 


7 


58 






1982-83 


76 


5 


1 


0 


2 


2 


5 


1 


20 


77 




1983-84 


78 


9 


5 


0 


1 


1 


9 


5 


56 


81 




1984-85 


56 


12 


6 


0 


5 


0 


11 


6 


55 


70 




, 1985-86 


62 


8 
















72 





South Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 




Wolfson Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 




Medical Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 




*Headcount may have been duplicated 


with Employed Related as instructed by the Division of Community Colleges. 


*"*Actual Dumber of graduates used to 


calculate percent placed 


***Includes both Employed Related and Continuing Education 
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ERIC 



Table 10 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 * 1985-86 



Program Title: 


Architectural Tech 


nology 




Program Code: 53 




C1P Code: 


1261501010 




















Fall Term Major 




Program 














Declaration by Student 




Program 


Employed 


Continuing 


Unrelated Status Placement 


Number 


Percent 






Report Year 


Enrol lees 


Grads 


Related 


Education* 


Emp 1 oymen t LJn known Poo 1** 


Placed*** 


Placed 


A.S. 


A. A. (27) 


College-Wide Summary 


1981-82 


91 


2 


0 


0 


2 0 2 


0 


0 






1982-83 


45 


6 


0 


4 


0 1 6 


4 


67 


31 


87 


1983-84 


41 


2 


0 


0 


0 0 2 


0 


0 


34 


60 


1984-85 


49 


1 


0 


0 


0 0 0 


0 


0 


37 


69 


1985-86 


33 


4 












46 


71 



North Campus Summary 



1981-82 


91 


2 


0 


0 


2 


0 


2 


0 


0 






1982-83 


45 


6 


0 


4 


0 


1 


6 


4 


67 


31 


87 


1983-84 


41 


2 


0 


0 


0 


0 


2 


0 


0 


34 


60 


1984-85 


49 


1 


0 


0 


0 


0 


0 


0 


0 


37 


69 


• 1985-86 


33 


4 
















46 


71 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 
19C3-84 

1984- 85 

1985- 86 



South Campus Summary 



tf/A 



Volfson Campus Summary 



tf/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



tf/A 



•♦Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
^Actual number of graduates used to calculate percent placed 
•-'"♦'•'Includes both Employed Related and Continuing Education 
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ERIC 



Table II 



Internal Program Kcvicw of Associate in Sck'iiCf? Degree Programs 
Mi ami -Dade Community Co 11 one 
1981-82 - 1985-86 



Program Title: Aviation Administration 



Program Code: 90 



CIP Code; 1264901042 



Report Year 



Profcr.'itf Program Employed Continuing Unrelated Status Placement Number Percent 
Enrolled Crads Belated Education* Employment Unknown Pool** Placed*** placed 



Fall Term Major 
Declaration by Student 

A.S. A, A. (37) 



College-Wide Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


122 
64 
55 
45 
50 


18 
20 
15 
14 
38 


6 
6 
3 
1 


2 
3 
2 
1 


2 2 

4 7 

5 5 
8 2 


18 
20 
15 
13 


8 
9 
5 
2 


44 
45 
33 
15 


59 
53 
40 
50 


93 
59 
39 
60 


North Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


122 
64 
55 
45 
50 


18 
20 
15 
14 
38 


6 
6 
3 
1 


2 
3 
2 
1 


2 2 

4 7 

5 5 
8 2 


18 
20 
15 
13 


8 
9 
5 
2 


44 
45 
33 
15 


59 
53 
40 
50 


93 
59 
39 
60 


South Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 












Wolfson Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 












Medical Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 













*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***Includes both Employed Related and Continuing Education 
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ERIC 



Table 12 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Cu/,inuni ty College 
1981-82 - 1985-86 



Program Title 


: Aviation 


& Allied 


Studies 




Program Code: 


Kl 




CIP Code: 


1264901043 




















Fall 


Terra Major 




















Declaration by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 






Report Year 


Enrollees 


Grads 


Related 


Education^' 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (44) 


College-Wide Summary 


1981-82 


180 


33 


8 


11 


14 0 


33 


19 


58 






1982-83 


85 


18 


9 


2 


6 3 


18 


U 


61 


95 


171 


1983-84 


103 


11 


4 


2 


2 2 


11 


6 


55 


102 


174 


1984-85 


94 


12 


6 


1 


1 2 


10 


7 


70 


113 


157 


1985-86 


132 


13 














131 


169 


North Campus Summary 


1981-82 


180 


33 


8 


11 


14 0 


33 


19 


58 






1982-83 


85 


18 


9 


2 


6 3 


18 


11 


61 


95 


171 


1983-84 


103 


11 


4 


2 


2 2 


11 


6 


55 


102 


174 


1984-85 


94 


12 


6 


1 


1 2 


10 


7 


70 


113 


157 


1985-86 


132 


13 














131 


169 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



South Campus Summary 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



*Headcount may have • een duplicated with Employed Pelated as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
'—•Includes both Employed Related and Continuing Education 



ERLC 



r \ 



Table 13 

Internal Program Review of Associate In Science Degree Programs 
ami— Dade Conmunl*try College 
1981-82 - 1^85-86 



Program Title- 


: Aviation 


Admlnist 


ration 




Program Code : 


90 




CIP Code: 


1 264901042 






















Fall Ten 


i Major 




Program 


Program 














Declaration bv Student 


Report Year 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 






Enrollees 


Grads 


Related 


Education* 


Enp 1 oyme n t Unkn own 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (37) 


College-Wide Summary 


1981-82 


122 


18 


6 


2 


2 2 


18 


8 


44 






1982-83 


64 


20 


6 


3 


4 7 


20 


9 


45 


59 


93 


1983-84 


• 55 


15 


3 


2 


5 5 


15 


5 


33 


53 


59 


1954-85 


45 


14 


1 


1 


8 2 


13 


2 


15 


40 


39 


1985-86 


50 


38 














50 


60 



North Campus Summary 



1981-82 


122 


18 


6 


2 


2 


2 


18 


8 


44 






1982-83 


64 


20 


6 


3 


4 


7 


20 


0 


45 


59 


93 


1983-84 


55 


15 


3 


2 


5 


5 


15 


5 


33 


53 


59 


1984-85 


45 


14 


I 


I 


8 


2 


13 


o 


15 


40 


39 


1985-86 


50 


38 
















50 


60 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wolf son Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Medical Campus Summary 

1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as Instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
**Includes both Employed Related and Continuing Education 
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ERIC 



Table 14 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Banking & Financial Institutions 



Program Code: R9 



CIP Code: 1220603010 



fionnrf v r^ 0 ?™" Program Employed Continuing Unrelated Status Placement Number 

Repori^ar Enrollees Crads Related Education* Employment Unknown p!Sl« PUced* 



1981- 82 

1982- 83 

1983- 84 
19&4-B5 
1985-86 



Percent 
Placed 



Fall Term Major 
Declaration by Studen 

A.S. A. A. (OA) 



College-Wide Summary 



Medical Campus Summary 



N/A 



1981- 82 

1982- 83 

1983- 84 
I 1984-85 

1985-86 


145 
138 
142 
139 
136 


8 
2 
6 
7 
7 


5 
2 
4 
4 


1 

0 
0 
0 


0 
0 
0 
0 


0 
0 
2 
1 


8 
2 
6 
5 


6 
2 
4 
4 


75 
100 
67 
80 




102 
146 
156 
176 


5,154 
5,021 
5,103 
5,587 












North <*4&?us 


Summary 














1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


43 
55 
56 
46 


2 
4 
6 
3 


2 
3 
4 


0 
0 
0 


0 

0 
0 


0 
1 
1 


2 
4 
5 


2 
3 
4 


100 
75 
80 




49 
58 
61 
57 


1,474 
1,458 
1,474 
1 ,586 












South Campus 


Summary 














1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


43 
35 
50 
56 


0 
2 
1 
2 


0 
1 
0 


0 
0 
0 


0 
0 
0 


0 
1 
0 


0 
2 
0 


0 
1 
0 


0 
50 
0 




33 
49 
57 
71 


2,909 
2,752 
2,874 
3,237 












Wolfson Campus 


Summary 














1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


52 
52 
33 
34 


0 
0 
0 
2 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 




20 
39 
38 
48 


771 
811 
755 
750 



«Actu!? U nLhp y h f Ve T" duplicated with E»Ployed Relatea as instructed by the Division of Conmunity Colleges. 
-Actual number of graduates used to calculate percent placed 
'ne'uaes both Employed Related and Continuing Education 
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Tab If 15 



Internal Program Kcvicw of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title 


Building Construction Technology 


Program Code: 


64 




CIP Code: 


1261501990 






















Fall Term Major 




















Declaration 


by Student 




Program 


Program 


Employed 


Cont i nuing 


Unrelated Status 


Placement 


Number 


Percent 






Report Year 


Enrol lees 


Crads 


Related 


Education* 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (24) 


College-Wide Summary 


1981-82 


79 


3 


0 


1 


2 0 


3 


1 


33 






1982-83 


41 


5 


2 


3 


0 0 


5 


5 


100 


38 


59 


19S3-84 


44 


1 


1 


0 


0 0 


1 


1 


100 


27 


83 


1984-85 


41 


4 


2 


2 


0 0 


4 


4 


100 


38 


111 


1985-86 


45 


4 














48 


65 


North Campus Summary 


1981-82 


79 


3 


0 


1 


2 0 


3 


1 


33 






1982-83 


41 


5 


2 


3 


0 0 


5 


5 


100 


38 


59 


1983-84 


44 


1 


1 


0 


0 0 


1 


1 


100 


27 


83 


1984-85 


41 


4 


2 


o 


0 0 


4 


4 


100 


38 


in 


1985-86 


45 


4 














48 


65 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wolf son Campus Summary 



1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 




Medical Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 





*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
*Actual number of graduates used to calculate percent placed 
"-'Includes both Employed Related and Continuing Education 
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Table 16 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - i' 



Program Title: Business Administration 



Program Code: 77 



CIP Code: 125O6O401O 



Fall Term Major 





Program 


Program 


Employed 


Continuing 


Unrelated Status 


iacement 


Number 


Percent 






Report Year 


Enrollees 


Crads 


Rjl-ted 


Education* 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (04) 












College-Wide 


Summary 












1981-82 


548 


39 


15 


3 


21 


0 


39 


18 


46 






1982-83 


368 


16 


9 


3 


0 


5 


16 


12 


75 


420 


5,154 


1983-84 


388 


27 


17 


1 


1 


8 


27 


18 


64 


472 


5,021 


1984-85 


404 


29 


12 


0 


0 


9 


21 


12 


57 


486 


5,103 


1985-86 


410 


31 
















505 


5,587 












North Campus 


Summary 












1981-82 
























1982-83 


194 


9 


7 


3 


0 


1 


9 


10 


111* 


240 


1,474 


1983-84 


201 


10 


8 


0 


0 


2 


10 


8 


80 


228 


1,458 


1984-85 


172 


14 


8 


0 


0 


3 


11 


8 


73 


205 


1,474 


1985-86 


174 


15 
















187 


1,586 


South Campus Summary 


1981-82 
























1982-83 


133 


6 


2 


0 


0 


4 


6 


2 


33 


137 


2,090 


1983-84 


132 


13 


6 


1 


0 


6 


13 


7 


54 


173 


2,752 


1984-85 


186 


11 


2 


0 


0 


5 


7 


2 


29 


212 


2,874 


1985-86 


174 


12 
















208 


3,237 












Wolf son Campus Summary 












1981-82 
























1982-83 


41 


1 


0 


0 


0 


0 


1 


0 


0 


43 


771 


1983-84 


55 


4 


3 


0 


1 


0 


4 


3 


75 


71 


811 


1984-85 


46 


4 


2 


0 


0 


1 


3 


2 


67 


69 


755 


1985-86 


62 


4 
















110 


750 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
"**)ncludes both Employed Related and Continuing Education 
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Table 17 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Business Data Processing Computer Programming Program Code: 55 CIP Code: 1250703010 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


Unrelated Status Placement 


Number 


Percent 






Report Year 


Enrollees 


Grads 


Related 


Education* 


Employment Unknown Pool""* 


Placed----* 


Placed 


A.S. 


A. A. (35, A4; 












College-Wide 


Summary 












1981-82 


930 


59 


17 


17 


19 


2 


58 


38 


66 






1982-83 


708 


61 


31 


23 


7 


8 


61 


54 


89 


915 


2,252 


1983-84 


800 


46 


24 


4 


9 


2 


46 


28 


89 


990 


2,838 


1984-85 


696 


55 


19 


9 


11 


6 


45 


28 


61 


954 


2,656 


1985-86 


673 


66 
















952 


2,283 


North Campus Summary 


19C1-82 


550 


35 




















1982-83 


386 


35 


16 


17 


5 


4 


35 


33 


94 


536 


740 


1983-84 


423 


25 


12 


0 


8 


1 


25 


12 


48 


528 


879 


1984-85 


386 


27 


9 


5 


7 


3 


24 


14 


58 


437 


833 


1985-86 


338 


37 
















442 


694 












Sjutb Campus 


Summary 












1981-82 


255 


15 




















1982-83 


229 


19 


12 


5 




3 


19 


17 


89 


284 


1,073 


1983-84 


271 


16 


9 


3 


0 


1 


16 


12 


75 


300 


1,279 


1984-85 


210 


18 


7 


4 


2 


3 


16 


11 


69 


280 


1,174 


1985-86 


230 


24 
















277 


1,081 


Wolfson Campus Summary 


1981-82 


125 


9 




















1982-83 


93 


7 


3 


1 


2 


1 


7 


4 


57 


95 


431 


1983-84 


106 


5 


3 


1 


1 


0 


5 


4 


80 


162 


680 


1984-85 


100 


10 


3 


0 


2 


0 


5 


3 


60 


237 


649 


1985-86 


103 


5 
















230 


568 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Hea<icount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
Includes both Employed Related and Continuing Education 
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ERIC 



Table lfl 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title 


: Career Pil 


ot/Flight Engineer 




Program Code: 


66 




C1P Code: 


1264901020 


Report Year 


Prog rem 
Enrol lees 


Program 
Grads 


Employed 
Related 


Continuing 
Education* 


Unrelated Status 
Employment Unknown 


Placement 
Pool** 


Number 
Placed*** 


Percent 
Placed 


Kail Term Major 
Declaration by Student 

A.S. A. A. (37) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


158 
90 
84 
80 
65 


12 
12 
8 
7 
6 


2 
5 
2 
0 


2 
4 
1 
0 


6 
3 
1 
0 


2 
0 
3 
2 


12 
12 
8 
5 


4 
9 
3 
0 


33 
75 
38 
0 


97 
81 
85 
73 


93 
59 
33 
60 












North Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


158 
90 
84 
80 
65 


12 
12 
8 
7 
6 


2 
5 
2 
0 


2 

1 

0 


6 
3 
1 
0 


2 
0 
3 
2 


12 
12 
8 
5 


4 
9 
3 
0 


33 
75 
38 
0 


97 
81 
85 
73 


93 
59 
39 
60 












South Campus 


Summary 













1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolf son Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



J-Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
"♦•Actual number of graduates used to calculate percent placed 
"^Includes both Employed Related and Continuing Education 
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ERIC 



Table 19 



Internal Program Review erf Associate in Science Degree Programs 
Miami-Bride Community ColleRe 
1981-82 - 1985-86 



Program Title: Cinematography 



Program Code: J6 CIP Code: 1265006021 



Fall Terra Major 
Declaration by Student 



P jgram Program Employed Continuing Unrelated Status Placement dumber Percent ~ 
Report Vear Emollees Grads Related Education* Employment Unknown Pool** Placed*** Placed A.S. ( } 



ColleRe-Uide Summary 



1 981- 82 - InnOO 0 

1982- 83 0 0 0 0 0 0 0 0 0 u 

1983- 84 3 0 0 0 ° n n 0 0 U 

1984- 85 15 0 0 0 0 0 0 0 0 U 



1985-86 26 4 



North Campus Summary 



19S1-82 - InnnO 0 

00 oo ' 0 o 

o 0 0 11 

- 36 



1982- 83 

1983- 84 3 0 0 0 

1984- 85 15 0 0 0 0 

1985- 86 26 4 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***lncludes both Employed Related and Continuing Education 



ERLC 



Table 20 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



1981-82 
1983-83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Wolf son Campus Summary 



N/A 



Medical Campus Summary 



N/A 



Program Title: 


Civil Engineering Construction Technology Program Code: 


J2 




CIP Code: 


1261502012 




Report Year 


Program 
Enrollees 


Program 
Grads 


Employed 
Related 


Continuing 
Education* 


Unrelated Status 
Emp 1 oyment Unknown 


Placement 
Pool"'* 


Number 
Placed*** 


Percent 
Placed 


Fall 
Declarat 

A.S. 


Term Major 
ion by Student 

A. A. (B7) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


15 
9 

16 
15 
11 


0 
0 
0 
2 
0 


0 
0 
0 
0 


0 
0 
0 
1 


0 
0 
0 
0 


0 
0 
0 
0 


0 
0 
0 
1 


0 
0 
0 
1 


0 
0 
0 

100 


12 
21 
11 
14 


255 
237 
237 
306 












North Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


1 

5 

10 
8 


0 
0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


0 
0 
0 


5 

10 
7 
6 


97 
91 
96 
155 












South Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


6 
8 
3 
3 


0 
0 
0 
2 
0 


0 
0 
0 
0 


0 
0 
0 
0 


0 
0 
0 
0 


0 
0 
0 
0 


0 
0 
0 

1 


0 
0 
0 

1 


0 
0 
0 

100 


7 
11 
4 
5 


168 
140 
146 
155 



Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges 
-Actual number of graduates used to calculate percent placed 8 
--Includes both Employed Related and Continuing Education 
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ERIC 



Table Zl 



Internal Program Review of Associate in Science Degree Programs 
Mi.imi-Dade Community College 
1981-82 - 



Program Title: 


: Civil Engineering Techonology 


-General 


Program Code: 54 




CIP Code: 


1261502010 




Report Year 


Program 
Enrol lees 


Program 

C rads 


Employed 
Rela ted 


Continuing 
Education" 


Unrelated Status Placement 
Employment Unknown Pool** 


Number 
placed**-'-"* 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. A. A. (B7) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


49 
22 
27 
23 
12 


2 
0 
2 
1 
0 


0 
0 
1 
1 


0 
0 
1 

0 


2 0 2 
0 0 0 
0 0 2 
0 0 1 


0 
0 
2 
1 


0 
0 

100 
100 


34 
28 
27 
17 


316 
288 
285 
306 



North Campus Summary 



mi'-ll 13 0 0 0 0 0 0 0 0 20 84 

iaft«*-AA 11 ? 1 1 0 0 2 2 100 15 9/ 

\lltlt \l ] ! I 0011 ,00 10 9, 



1985-86 7 0 " " 

South Campus Summary 



10 96 



™£ 8 0 0 0 0 0 0 0 0 12 168 

12 0 0 0 0 0 0 0 0 8 

1984- 85 6 0 0 0 0 0 0 0 0 155 

1985- 86 3 0 - - " , 



1985-86 2 0 



Wolfson Carapus Summary 



1981- 82 - n n 2 61 

1982- 83 1 0 0 0 0 0 0 0 0 5 5 

2 0 0 0 0 0 0 0 0 5 51 

1984-85 4 0 0 0 0 0 0 0 0 6 55 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
#*Actual number of graduates used to calculate percent placed 
***Includes both Empicyed Related and Continuing Education 
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ERIC 



Table 22 





Internal Program Review of Associate in Science Degree 


Programs 








Miami-Dade Community College 












1981-82 - 1985-86 


























Program Title: Commercial Art & Advertising Design Program Code: R5 






CIP Code: 


1264802030 














Fall Term Major 












Declaration by Student 




Program Program Employed Continuing Unrelated Status Placement Number 


Pe rcent 






Report Yei 


ar Enrol lees Cradj Related Education* Employment Unknown pool** Placed*-** 


Placed 


A.S. 


A.A. (03 ) 


College-Wide Summary 


1981-82 


176 13 7 2 2 0 


13 


9 








1982-83 


83 10 9 1 0 0 


10 


11 


110* 


79 


282 


1983-84 


87 8 3 1 0 1 


8 


4 


50 


90 


280 


1984-85 


89 3 1 0 3 0 


2 


1 


50 


81 


294 


1985-86 


83 13 - 








101 


268 


North Campus Summary 


1981-82 


176 13 7 2 2 0 


13 


9 








1982-83 


83 10 9 1 0 0 


10 


U 


69 


79 


282 


1983-84 


87 8 3 1 0 1 


8 


4 


110* 


90 


280 


1984-85 


89 3 1 0 3 0 


2 


1 


50 


81 


294 


1985-86 


83 13 - 








101 


268 


South Campus Summary 


1981-82 














1982-83 














1983-84 


N/A 












1984-85 












1985-86 














Wolf son Campus Summary 


1981-82 














1982-83 














1983-84 


N/A 












1984-85 












1985-86 














Medical Campus Summary 


1981-82 














1982-83 














1983-84 


N/A 












1984-85 












1985-86 














*Headcount may have been duplicated with Employed Related as instructed by the Division o 


f Community Colleges. 




* "Actual 


number of graduates used to calculate percent placed 












—-•Include 


s both Employed Related and Continuing Education 
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0 

ERIC 



Table 23 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title 


> Commercial 


& Industrial Photography 


Program Code: J5 






CIP Code: 


1264802040 






















Fall Term Major 




















Declaration by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status Placement 


Number 


Percent 




A. A. (E6) 


Beport Year 


Enrollees 


Crads 


Related 


Education* 


Employment Unknown Pool** 


Placed*** 


Placed 


A.S. 


College-Wide Summary 


1981-82 


6 


0 


0 


0 


0 o 


0 


0 


0 






1982-83 


7 


0 


0 


0 


0 o 


0 


0 


0 


5 


81 


1983-84 


13 


0 


0 


0 


0 o 


0 


0 


0 


13 


97 


1984-85 


34 


0 


0 


0 


0 o 


0 


0 


0 


20 


124 


1985-86 


50 


0 














59 


149 


North Campus Summary 


1981-82 


6 


0 


0 


0 


0 0 


0 


0 


0 






1982-83 


7 


0 


0 


0 


0 o 


0 


0 


0 


5 


81 


1983-84 


13 


0 


0 


0 


0 o 


0 


0 


0 


13 


97 


1984-85 


34 


0 


0 


0 


0 o 


0 


0 


0 


20 


124 


1985-86 


50 


0 














59 


149 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Medical Campus Summary 



1981- 82 

1982- 83 

1953-84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
***Actuai number of graduates used to calculate percent placed 
****Inciudes both Employed Related and Continuing Education 
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ERIC 



Tab If? 1U 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Court Reporting 



Program Code: 75 



LIP Code: 1250706020 



d^o.i v Pr °8f^ Program Employed Continuing Unrelated Status Placement 

Report Yo ar Enrollees Grads Related Education* Employment Unknown Pool** 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



NumU-r Ivii-enL 
Placed*** Placed 



Fall Term Major 
Declaration by Student 



137 
80 
78 
65 
73 



137 
80 
78 
65 
73 



College-Wide Summary 



0 
0 
0 
0 



80 
80 
43 
100 



North Campus Summary 



0 
0 
0 
0 



80 
80 
43 
100 



South Campus Summary 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



N/A 



A.S. 



A. A. (04) 



78 
84 
65 
73 



5,154 
5,021 
5,103 
5,587 



78 
84 
65 
73 



5,754 
5,021 
5,103 
5,587 



^Actual T y «f V ! b ! Cn du P lic * ted with Employed Related as instructed by the Division of Community Colleges. 

Actual number of graduates used to calculate percent placed 
--Includes both Employed Related and Continuing Education 
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Internal Program Review of Assoc late in Science Degree Program;; 
Miami-Dade Community Collcgi* 
PJB1-H2 - l'J8r>«H6 



Program Title: Criminal Justice Administrat i on 



Program Code: 84 



ClP Code: 1274301040 



KaU Term Major 
Declaration by Student 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 







Prog ram 


Ewp 1 oyed 


Cont i nui n£ 


Unrelated Status Placement 


Number 


Percent 


A.S. 




Keport Year 


F.nrol lees 


Grads 


Related 


Education'- 


Employment Unknown 


pool** 


Placed''"""* 


placed 


A. A. (33) 












Col 1 ege-Wide 


Summary 












1981-82 


247 


26 


7 


6 


10 


2 


26 


13 


50 






1982-83 


192 


15 


10 


5 


0 


0 


15 


15 


100 


144 


443 


1983-84 


179 


8 


5 


2 


0 


1 


8 


7 


88 


188 


557 


1984-85 


164 


14 


7 


2 


3 


2 


14 


9 


64 


164 


476 


1985-86 


142 


7 
















163 


503 












North Campus 


Summary 












1981-82 
























1982-83 


166 


8 


4 


3 


0 


0 


8 


7 


88 


106 


226 


1983-84 


141 


1 


1 


0 


0 


0 


1 


1 


100 


135 


299 


1984-85 


103 


9 


4 


1 


2 


2 


9 


5 


56 


115 


195 


1985-86 


83 


1 
















94 


171 












South Campus 


Summary 












1981-82 
























1982-83 


26 


7 


6 


2 


0 


0 


7 


8 


114* 


38 


217 


1983-84 


38 


7 


4 


2 


0 


1 


7 


6 


86 


53 


258 


1984-85 


48 


5 


3 


1 


1 


0 


5 


ft 


80 


49 


281 


1985-86 


50 


6 
















59 


291 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***i n cludes both Employed Related and Continuing Education 
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ERIC 



Table 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Dental Hygiene- 



Program Code: N4 



CIP Code: 1231701020 



Report Year 



Program 
Enrol lees 



Program 
Grads 



Employed 
Rel ated 



Continuing 
Education"" 



1981- 32 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1581-82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Unrelated 
Employment 



Status 
Unknown 



Placement 
Pool** 



Number 
Placed- 



Percent 
Placed 



Fall Term Major 
Declaration by Student 



A.S. 



A. A. (13) 



Col 1 ege-Wii! Summa ry 



1981-82 


75 


42 


30 


0 


8 


1982-83 


69 


36 


32 


2 


1 


1983-84 


123 


38 


31 


0 


3 


1984-85 


130 


81 


72 


0 


4 


1985-86 


120 


CO 









42 
36 
38 
81 



30 
34 
31 
72 



71 
94 
82 
89 



141 
173 
157 
89 



626 
703 
718 
674 



North Campus Summary 



N/A 



South Campus Summary 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



1981-82 


75 


42 


30 


0 


8 


4 


42 


30 


71 






1982-83 


69 


36 


32 


2 


1 


1 


36 


34 


94 


141 


626 


1983-84 


123 


38 


31 


0 


3 


4 


38 


31 


82 


173 


703 


1984-85 


130 


81 


72 


0 


4 


5 


81 


72 


89 


157 


718 


1985-86 


120 


40 
















89 


674 



^ ...a; uovcr ween aupiitducu vitn cmpioyea neiauea as 
**Actual number of graduates used to calculate percent placed 
***Includes both Employed Related and Continuing Education 
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ERIC 



Table 27 



Internal Program Review uf Associate in Science Dfgri-e Programs 
Miami-Dade Community College 
1981-82 - 



Program Title.: 


Dietetic 


Technician/Nutrition 




Program Code: 


K2 




CIP Code: 


1222004040 






















Fall Term Major 




















Declaration 


by Student 




Program 


Program 


Employed 


Conti nuing 


Unrelated Status 


Placement 


Number 


Percent 


A.S. 


A.A. (Ei) 


Report Year 


Enrol Ices 


Grads 


Related 


Education* 


Employment linivnown 


Pool** 


Placed*** 


Placed 


College-Wide Suranary 


1981-82 


47 


6 


2 


0 


0 4 


6 


2 


33 






1982-83 


30 


8 


7 


1 


0 0 


8 


8 


100 


26 


59 


1983-86 


26 


6 


4 


0 


1 1 


6 


4 


67 


24 


60 


1984-85 


28 


5 


4 


0 


0 0 


5 


4 


80 


21 


52 


1985-86 


37 


2 














43 


58 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981-82 
1962-83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 



4/ 
30 
26 
28 
37 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



North Campus Summary 



N'/A 



South Campus Summary 



N7A 



Wolfson Campus Summary 



0 


4 


6 


2 


33 






0 


0 


8 


8 


100 


26 


59 


1 


1 


6 


4 


67 


24 


60 


0 


0 


5 


4 


80 


21 


52 












43 


58 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
•'*•'•** Includes both Employed Related and Continuing Education 
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ERIC 



Table 28 



Internal Program Review of Associate in Science Degree Programs 
Miami -Dade Community College 
1981-82 - 1985-86 



Program Title: Early Childhood Teacher Assistant Program Code: 94 C1P Code: 1272002020 



Report Year 


Program 
Enrollees 


Program 
Grads 


Employed 
Related 


Continuing 
Educat ion* 


Unrelated 
Employment 


Status Placement 
Unknown Pool** 


Number 
Placed*** 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. A. A. (21) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


154 
107 
143 
143 
144 


46 
61 
34 
25 
15 


25 
22 
7 
16 


14 
34 
14 
7 


6 
0 
5 
2 


1 
9 
8 
0 


46 
61 
34 
23 


39 
56 
21 
23 


85 
92 
62 
100 


156 
178 
223 
180 


703 
698 
819 
779 












North Campu 


s Summary 












1981- 82 

1982- 83 

1983- 34 

1984- 85 

1985- 86 


74 
46 
51 
83 
80 


7 
16 
8 
6 
7 


7 
0 
5 


10 
4 
1 


0 
1 
0 


3 
3 
0 


16 
8 
6 


17 
4 
6 


106* 
50 
100 


69 
79 
112 
86 


321 
278 
304 
221 


South Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


71 
52 
81 

ij 


38 
45 
25 
19 
8 


15 
7 
11 


24 
10 
6 


0 
3 
2 


6 
5 
0 


45 
25 
17 


39 
17 
17 


87 
68 
100 


78 
88 
73 
77 


290 
331 
419 
465 


Wolf son Campus Summary 


1981- 32 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


9 
9 
11 
12 
9 


1 
0 
1 
0 
0 


0 
0 
0 


0 
0 
0 


0 
1 
0 


0 
0 
0 


0 
1 
0 


0 
0 
0 


0 
0 
0 


9 
11 

38 
15 


92 
89 
95 
92 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



jfrHeadcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
••-Actual number of graduates used to calculate percent placed 
— Includes both Employed Related and Continuing Education 
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ERIC 



Table 2* 



Internal Program Review of Associate in Science Decree Programs 
Miami-Made Community College 
1981-82 - 1985-86 



Program Title: Electrical Distribution Technology 



Program Code: 70 



C1P Code: 1261503020 



Fall Term Major 
Declaration by Student 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 





Program 


Program 


Employed 


Continuing 


Unrelated 


Status 


Hacement 


Number 


Pe rcent 




A. A. (B9) 


Report Year 


Enrol lees 


Grads 


Related 


Education*'" 


Employment 


Unknown 


Pool** 




Placed 


A.S. 


College-Wide Summary 


1981-82 


22 


1 


0 


0 


1 


0 


1 


0 


0 






1982-83 


10 


2 


0 


0 


1 


1 


2 


0 


0 


16 


777 


1983-84 


10 


0 


0 


0 


0 


0 


0 


0 


0 


13 


934 


1984-85 


10 


2 


1 


0 


0 


1 


2 


1 


50 


11 


1,061 


1985-86 


10 


0 
















14 


1,077 


North Campus Summary 


1981-82 


22 


1 


0 


0 


1 


0 


1 


0 


0 






1982-83 


10 


2 


0 


0 


1 


1 


2 


0 


0 


16 


777 1 


1983-84 


10 


0 


0 


0 


0 


0 


0 


0 


0 


13 


934 


1984-85 


10 


2 


1 


0 


0 


1 


2 


1 


50 


11 


1,061 


J 1985-86 


10 


0 
















14 


1,077 



South Campus Summary 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



-Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
*** In eludes both Employed Related and Continuing Education 
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Table 30 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Elect roencephalographic Technology 



Program Code: P2 



CIP Code: 1231702040 



Program Program Employed Continuing Unrelated Status Placement Number Percent 
Report Year Enrollees Grads Kelated Education* Employment Unknown Pool** Placed*** Placed 



Fall Term Major 
Declaration by Student 



A.S. 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



11 
14 
14 
1 1 

7 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



A. A. (14) 



College-Wide Summary 



63 
100 
50 
67 



14 
23 
19 
4 



189 
195 
170 
177 



North Campus Summary 



N/A 



South Campus ' r «tfunary 



N/A 



Wolfson Campus Summary 



1981-82 
























1982-83 
























1983-84 












N/A 












1984-85 






















1985-86 


































Medical 


Campus Summary 












1981-82 


11 


8 


5 


0 


3 


0 


8 


5 


63 






1982-83 


16 


3 


3 


0 


0 


0 


3 


3 


100 


14 


189 


1983-84 


16 


4 


2 


0 


1 


1 


4 


2 


50 


23 


195 


1984-85 


11 


4 


2 


0 


0 


1 


3 


2 


67 


19 


170 


1985-86 


7 


5 
















4 


177 



J-Hcadcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
"^Actual number of graduates used to calculate percent placed 
•'^•Includes both Employed Related and Continuing Education 
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Table 31 



Internal Program Review of Associate in Science Degree Programs 
Miarai-Dadc Community College 
1981-82 - 1985-86 



Program Title: Electromechanical Technology 



Program Code: R4 



CIP Code: 1261504030 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


Unrelated 


Status Placement 


Number 


Percent 




A. A. (B8) 


leport Vear 


Enrol 1 ces 


Crads 


Related 


Education*'' 


Employment 


Unknown 


Pool** 




Placed 


A.S. 


College-Wide Summary 


1981-82 


32 


1 


0 


0 


0 


0 


1 


0 


0 






1982-83 


22 


0 


0 


0 


0 


0 


0 


0 


0 


22 


346 


1983-84 


24 


2 


1 


0 


1 


0 


2 


1 


50 


22 


356 


1984-85 


25 


1 


1 


0 


0 


0 


1 


1 


100 


23 


349 


1985-86 


21 


0 
















29 


305 


North Campus Summary 


1981-82 


32 


1 


0 


0 


0 


0 


1 


0 


0 






1982-83 


22 


0 


0 


0 


0 


0 


0 


0 


0 


22 


346 


1983-84 


24 


2 


1 


0 


1 


0 


2 


1 


50 


22 


356 


1984-85 


25 


1 


1 


0 


0 


0 


1 


1 


100 


23 


349 


1 1985-86 


21 


0 
















29 


305 



1981- 82 

1982- S3 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



South Campus Summary 



N/A 



Wolf son Campus Summary 



N/A 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actu3l number of graduates used to calculate percent placed 
' v **lncludes both Employed Related and Continuing Education 
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Table 32 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title 


Electronics Technology 




Program Code: 


56 




C1P Code: 


? 261 503030 
























Fall Term Major 




Program 


Program 
















Declaration by Student 


Report Year 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 






Enrollees 


Grads 


Belated 


Education--' 


Employ»aent Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (B9) 












College-Wide 


Summary 












1981-82 


811 


64 


29 


1 3 


18 


1 


64 


42 


66 






1982-83 


620 


56 


36 


23 


8 


8 


56 


59 


105* 


619 


777 




604 


65 


31 


1 1 


6 


8 


59 


42 


71 


714 


934 


1984-85 


566 


51 


28 


3 


12 


8 


46 


31 


67 


563 


1 ,061 


1985-86 


523 


88 
















586 


1,077 












North Campus 


Summary 












1981-82 


518 


48 




















1982-83 


354 


39 


25 


19 




4 


39 


44 


113* 


36l 


286 


1983-84 


367 


44 


20 


10 


5 


5 


42 


30 


71 


472 


294 


1984-85 


329 


34 


13 


3 


10 


8 


30 


16 


53 


331 


354 


1985-86 


295 


37 
















324 


361 












South Campus 


Summary 












1981-82 


252 


16 




















1982-83 


248 


17 


11 


4 


0 


4 


17 


15 


88 


258 


377 


1983-84 


218 


21 


11 


1 


1 


3 


17 


12 


71 


242 


495 


1984-85 


220 


17 


15 


0 


2 


0 


16 


15 


94 


232 


585 


1985-86 


212 


21 
















227 


581 



Wolfson Campus Summary 



1981-82 



1982-83 




1983-84 


N/A 


1984-85 




1985-86 




Medical Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 





-Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
*-"*Actual number of graduates used to calculate percent placed m ^ 

--♦Includes both Employed Related and Continuing Education *J • 
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Table 33 



Internal Program Review of Associate* in Science Degree Programs 
Hiami-Dade Community College 
19B1-82 - 1985-86 



Program Title; 


: Engineering Drawing & Design ^ochnology 


Program Code: 1 


65 




C1P Code: 


126502020 
























Fall 


Term Major 






















Do laration by Student 




Program 


Program 


Employed 


Conti nuing 


Unrelated Status 


Placement 


Number 


Percent 




A. A. (B7) 


Report Year 


Enrol lees 


Crads 


Related 


Education* 


Empl oyment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 












College-Wide 


Summary 












1981-82 


78 


8 


1 


2 


5 


0 


8 


3 


38 






1982-83 


33 


4 


2 


1 


0 


1 


4 


3 


75 


26 


316 


1983-84 


20 


2 


0 


0 


1 


0 


2 


0 


0 


17 


288 


1984-85 


31 


1 


0 


0 


1 


0 


1 


0 


0 


14 


285 


1985-86 


32 


3 
















42 


306 












North Campus 


Summary 












1981-82 


78 


8 


1 


2 


5 


0 


8 


3 


38 






1982-83 


33 


4 


2 


1 


0 


1 


4 


3 


75 


26 


316 


1983-84 


20 


2 


0 


0 


1 


0 


2 


0 


0 


17 


288 


1984-85 


31 


1 


0 


0 


i 


0 


1 


0 


0 


14 


285 


1985-86 


32 


3 
















42 


306 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wolf son Campus Summary 



1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 




Medical Campus Summary 


1981-82 




1982-83 




1983-84 


N/A 


1984-85 




1985-86 





*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
*** Includes both Employed Related and Continuing Education 
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TablR 3* 



Internal Ingram Review of Associate in Science Uogrco Program* 
Miami-Dade Community College 
1981-82 - 1985-86 



Prafcran Title 


: Fashion 


Design 






Program Code: 78 






C1P Code: 


1242003060 




Report Ytar 


Program 
Enrollees 


Program 
Crads 


Employed 
Related 


Continuing 
Educat ion* 


Unrelated Status Placement 
Employment Unknown Pool** 


Numbe r 
Placed*** 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. A. A. (B5) 












College-Wide 


Summary 












1 no 1 00 

1 y 0 1 -Oi 
1982-83 
i y 0 j— o*# 

1984- 85 

1985- 86 


134 
62 
84 
70 
66 


28 
17 
1 3 
10 
13 


14 
7 
7 
R 


1 
L 
2 
1 


12 
4 
3 
1 


1 
6 
1 

0 


28 
17 
13 
10 


15 
11 

9 
9 


54 
65 
69 
90 


72 
82 
66 
71 


78 
68 
94 
112 












North Campus 


Sunmary 












1 no 1 0 *) 

> 1982-83 
P 1983-84 

1984- 85 

1985- 86 


47 
52 
37 
36 


10 
9 
5 
8 


4 
7 
4 


2 
0 
0 


4 

2 

1 


3 
0 
0 


10 
9 
5 


6 
7 

4 


60 
78 
80 


53 
49 
30 
36 


23 
16 

22 
25 












South Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


15 
32 
28 
29 


7 
4 
5 
5 


3 
0 
4 


2 
2 
1 


0 
1 
0 


3 
1 

0 


7 
4 
5 


5 
2 
5 


71 
50 
100 


19 
32 
36 
29 


46 
43 
63 
79 












Wolfson Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










U/A 












Medical Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 













*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***tndudes both Employed Related and Continuing Education 4Q 



ERLC 



Table 3D 



lnteriijl Program Review of Associate in Science Degree programs 
Miami-Dado Community College 
1981-82 - 1985-86 



Program Title: Fashion Merchandising Program Code: SB C1P Code: 122O8O1O20 



Fall Term Major 
Declaration by Student 

Program Program Employed Continuing Unrelated Status Placement Number Percent " 
Report Year Enrollees Grads Related Education- Employment Unknown Pooh- Placed*** Placed A.S. A. A. (45) 



College-Wide Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


57 
33 
42 
43 
36 


7 
U 

u 

6 
3 


3 
0 
2 
2 


1 
1 
0 
0 


0 
3 
1 
1 


2 
0 
1 

2 


7 

4 
5 


4 

i 
i 

2 

2 


57 

£■> 

50 
40 


38 
38 
35 
40 


107 
128 
145 
152 












North Campus 


Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 
I 1985-86 


24 
23 
i h 

19 


2 
3 
5 
2 


0 
1 
1 


0 
0 
0 


2 
1 
1 


0 
1 

2 


2 
3 
4 


0 
1 
1 


0 
33 
25 


25 
21 
18 
18 


38 
47 
41 
42 












South Campus 


Summa ry 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


9 
19 
14 
17 


2 
1 
1 
1 


0 
1 
1 


1 

0 
0 


1 
0 
0 


0 
0 
0 


2 
1 
1 


1 
1 
1 


50 
100 
100 


13 
17 
17 
17 


69 
7j 
94 
99 












Wolfson Campus Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 






















Medical Campu 


s Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 













*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
•^Includes boLh Employed Related and Continuing Education 
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Table 3ft 



Internal Program fli-view ot Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Fire Science Technology Program Code: Tl CIP Code: 1274302010 



Fall Term Major 
Declaration by Student 

Program Program Employed Continuing Unrelated Status Placement Number Percent 

Report Year EnrolLees Grads Related Education- Employment Unknown Pool** Placed*** Placed A.S. A. A. (-) 



College-Wide Summary 



1981-82 


173 


22 


18 


1 


3 


0 


22 


19 


86 




1982-83 


177 


35 


31 


6 


2 


2 


35 


37 


106* 


81 


1983-84 


195 


18 


16 


0 


1 


1 


18 


16 


89 


121 


1984-85 


223 


20 


20 


0 


0 


0 


20 


20 


100 


160 


1985-86 


169 


26 
















131 



North Campus Summary 



1981-82 


173 


22 


18 


1 


3 


0 


22 


1« 


86 




1982-83 


177 


35 


31 


6 


2 


2 


35 


3/ 


106* 


81 


1983-84 


195 


18 


16 


0 


1 


1 


18 


16 


89 


121 


1984-85 


223 


20 


20 


0 


0 


0 


20 


20 


100 


160 


S 1985-86 


169 


26 
















131 



South Campus Summary 



1981- 82 

1982- 83 



1983- 84 

1984- 85 




N/A 


1985-86 






Wolfson Campus Summary 


1981-82 






1982-83 






1983- 84 

1984- 85 




N/A 


1985-86 






Medical Campus Summary 


1981-82 






1982-83 






1983- 84 

1984- 85 




N/A 


1985-86 






*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual numbe" of graduates used to calculate percent placed 
***Includes both Employed Related and Continuing Education 
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Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
198>-82 - 1985-86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Program lit It* 


Fire Service Administration 




Program 


Code: T2 




C1P Code: 


1274302021 




. — 




















Fall Term Major 






















Declaration 


by Student 




Program 


Program 


Employed 


Continu nig 


Unrelated Status Placement 


Number 


Percent 


A.S. 




Report Year 


Knrollces 


Crads 


Kelatcd 


Educat ion* 


Employment Unknown 


Pool** 


Placed*"** 


Placed 


A. A. (-) 












Col lege-Wide 


Summary 












1981-82 


27 


4 


3 


0 


0 


1 


4 


3 


75 






1982-83 


13 


8 


8 


2 


0 


0 


8 


10 


125* 


10 




1983-84 


11 


4 


3 


0 


0 


1 


4 


3 


75 


6 




1984-85 


11 


2 


2 


0 


0 


0 


2 


2 


100 


8 




1985-86 


10 


4 
















6 














North Campus 


Summary 












1981-82 


27 


4 


3 


0 


0 


1 


4 


3 


75 






1982-83 


13 


8 


8 


2 


0 


0 


8 


10 


125* 


10 




1983-84 


11 


4 


3 


0 


0 


1 


4 


3 


75 


6 




i 1984-85 


11 


2 


2 


0 


0 


0 


2 


2 


100 


8 




£ 1985-86 
i 


10 


4 
















6 





South Campus Summary 



N/A 



Wolf son Campus Summary 



N/A 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***lncludes both Employed Related and Continuing Education 
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Table 38 



Program Title: Flight Attendant 



Internal Program Keviow of Associate in Science Degree Program:; 
Miami-Dade Community College 
1981-82 - 1985-66 



Program Code: 67 



CIP Code: 1264901060 



ftpn0rt ~ Program Program Employed Continuing Unrelated Status Placement Number Percent 

Report Year Enrolleos Crads Related Education* Employment Unknown Pool** Placed*** Placed 



Fall Term Major 
Declaration by Student 



A.S. 



A. A. (37) 



College-Wide Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



35 
12 
13 
19 
8 



63 
100 
0 
25 



21 
19 
19 
20 



93 
59 
39 
60 



North Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



35 
12 
13 
19 
8 



0 
0 
0 

2 



63 
100 
0 
25 



21 
19 
19 
20 



93 
59 
39 
60 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolfsoa Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



M/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



M/A 



^leadrount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
-Actual number of graduates used to calculate percent placed 
••••Includes both Employed Belated and Continuing Education 
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Tdblo 39 



Internal Profli.im Rfvifw of Associate in Scienre Decree Prelims 
Miami-Dade Community College 
1981-82 - l'>85'86 



Program Tiile : Funeral Service Education 



Profirom Code: 62 



C1P Code: 1231203010 



Fall Term Major 
Declaration by Student 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 





Program 


Program 


Employed 


Coniinuinj; 


Unrelated Status 


Placement 


Number 


Pe rccnt 




A, A. (-) 


Report Year 


Enrollees 


Grods 


Related 


Educat ion"' v 


Empl oyment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 












Col lege-Wide 


Summary 












1981-82 


190 


42 


29 


1 


12 


0 


42 


30 


71 






1982-83 


126 


29 


29 


2 


0 


0 


29 


31 


107* 


104 




1983-84 


127 


21 


15 


0 


3 


3 


21 


15 


71 


116 




1984-85 


124 


31 


25 


1 


4 


1 


31 


26 


84 


101 




1985-86 


99 


24 
















109 














North Campus 


Summary 












1981-82 


190 


42 


29 


1 


12 


0 


42 


30 


71 






, 1982-83 


126 


29 


29 


2 


0 


0 


29 


31 


107* 


104 




£ 1983-84 


127 


21 


15 


0 


3 


3 


21 


15 


71 


116 




» 1984-85 


124 


31 


25 


1 


4 


1 


31 


26 


84 


101 




1985-86 


99 


24 
















109 





South Campus Summary 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



N/A 



*Headcount nay have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
*"*Actual number of graduates used to calculate percent placed 
fr**Includes both Employed Related and Continuing Education 
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Table 40 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Graphic Arts Science Technology 



Program Code: 57 



CIP Code: 1264802010 



Program Program Employed Continuing Unrelated Status Placement Number Percent 
Report Year Enrollees Grads Relited Education* Employment Unknown Pool** Placed*** Placed 



Fall Term Major 
Declaration by Student 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



75 
29 
36 
37 
36 



75 
29 
36 
37 
34 



College-Wide Summary 



43 
100 
100 

67 



North Campus Summary 



2 
0 
0 
0 



43 
100 
100 

67 



South Campus Summary 



N/A 



Wo If son Campus Summary 



N/A 



Medical Campus Summary 



N/A 



A.S. 



A. A. (E6) 



35 
27 
39 
42 



81 
97 
124 
149 



35 
27 
39 
42 



81 
97 
124 
149 



j-|1cadcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges 
•-'Actual number of graduates used to calculate percent placed 
— Includes both Employed Related and Continuing Education 



55 



ERIC 



Table kl 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Home Economics Program Code: 79 CIP Code: 1242001010 



Fall Term Major 
Declaration by Student 

Program Program Employed Continuing Unrelated Status Placement Number Percent 

Report Year Enrollees Grads Related Education"" Employment Unknown IW1** Placed*** Placed A.S. A. A. (31) 



College-Wide Summary 



1983-82 4000 0000 0 - - 

19*2-83 1000 0000 0 29 

1*83-54 2000 0000 0 1 10 

i?84-4S 2000 0000 0 26 

;98>fit 30- - - 55 



North Campus Summary 



1981-82 4000 0000 0 - 

i 1982-83 1000 0000 0 29 

S 1983-8; 2000 0000 0 1 10 

1 1984-85 2000 0000 0 26 

1985-86 30-- - 55 



South Campus Summary 



1981-82 
19S2-83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
^^•'Includes both Employed Related and Continuing Education 



ERIC 



Table 42 



Internal Program Keview of Associate in Science Decree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



ogram Title: Hospitality Management 



Program Code: S7 



CIP Code: 1220607010 



Fall Term Major 
Declaration by Student 





Program 


Progr«>»D 


Employed 


Continui ng 


Unrelated 


Status 


Placement 


Number 


Percent 




A. A. (E4) 


•port Year 


Enrollees 


Grads 


Related 


Education*" 


Employment 


Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


College-Wide Summary 


1981-82 


90 


12 


10 


0 


1 


0 


12 


10 


83 






1982-83 


61 


21 


11 


6 


3 


1 


21 


17 


81 


62 


67 


1983-84 


78 


9 


7 


0 


2 


0 


9 


7 


78 


64 


104 


1984-85 


74 


13 


3 


2 


0 


2 


13 


5 


38 


66 


140 


1985-86 


75 


8 
















77 


151 



North Campus Summary 



N/A 



South Campus Summary 



N7A 



Wolfson Campus Summary 



1981-82 


90 


12 


10 


0 


1 


0 


12 


10 


83 


1982-83 


61 


21 


il 


6 


3 


1 


21 


17 


81 


1983-84 


78 


9 


7 


0 


2 


0 


9 


7 


78 


1984-85 


1U 


13 


3 


2 


0 


2 


13 


5 


38 


1985-86 


75 


8 

















62 
64 
66 
77 



67 
104 
140 
151 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
•♦"^Actual number of graduates used to calculate percent placed 
--•''Includes both Employed Related and Continuing Education ^. 

5 ( 



ERIC 



Table Ift 



Internal Program Review of Associate in Science Degree Programs 
fliami-Dade Community College 
1981-82 - 1985-86 



Program Title: Instrumentation Technology 



Program Code; 58 



C1T Code: 126150404O 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Cont it.uing 


Unrelated Status 


Placement 


Number 


Percent 




A.A. (04,29) 


Report Year 


Enrollees 


Grads 


Related 


Educat ion* 


Employment Unknown 


Pool** 


Place**** 


Placed 


A.S. 


College-Wide Summary 


1981-82 


23 


2 


1 


0 


1 o 


2 


1 


50 






1982-83 


16 


1 


0 


0 


0 1 


1 


0 


0 


7 


346 


1983-84 


17 


0 


0 


0 


0 0 


0 


0 


0 


8 


356 


1984-85 


12 


0 


0 


0 


0 0 


0 


0 


0 


10 


349 


1985-86 


17 


0 














25 


305 


North Campus Summary 


1981-82 


23 


2 


1 


0 


1 0 


2 


1 


50 






i 1982-83 


16 


1 


0 


0 


0 1 


1 


0 


0 


7 


346 


£ 1983-8 A 


17 


0 


0 


0 


0 0 


0 


0 


0 


8 


356 


1 1984-85 


12 


0 


0 


0 


0 0 


0 


0 


0 


10 


349 


1985-86 


17 


0 














25 


305 



1981- 82 

1982- 83 

1983- 84 

1984- b5 

1985- 86 



South Campus Summary 



N/A 



Wolfron Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 
19S4-85 
1985-86 



rJ/A 



Medical Campus Summary 



N/A 



*Headcourjt may have been duplicated with Employed Relatod as instru* ted by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
•^'Includes both Employed Related and Continuing Education 58 



ERIC 



Table 44 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Y'lciuiuuiii. may nave neen duplicated witn Employed Related as 
--'Actual number of graduates used to calculate percent placed 
"-Includes both Employed Related and Continuing Education 



rogram Title: 


Interior 


Design Technology 




Program Code: 87 






CIP Code: 


1260405010 




eport Year 


Program 
Enrol lees 


Program 
Grads 


Employed 
Related 


Continuing 
Education'"* 


Unrelated Status Placement 
Employment Unknown Pool** 


Number 
Placed*** 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. An. (30) 












College-Wide Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


196 
131 
133 
139 
115 


37 
24 
19 
24 
20 


8 
13 

9 
10 


6 
0 
0 
1 


15 0 
4 7 
4 4 
6 6 


37 
24 
19 
23 


14 
13 
9 
11 


38 
54 
47 
48 


134 
135 
125 
116 


136 
122 
138 
142 


North Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


57 
43 
28 
24 
21 


6 
9 
7 
3 
3 


4 
2 
3 


0 
0 
0 


3 2 
3 1 
0 0 


9 
7 
3 


4 

2 
3 


44 
29 
100 


49 
26 
29 
21 


23 
22 
20 
17 


South Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


99 
66 
72 
87 
69 


18 
13 
7 
10 
12 


9 
5 

5 


0 
0 
0 


0 4 
0 2 
2 2 


13 
7 
9 


9 
5 
5 


69 
71 
56 


65 
80 
72 
68 


84 
71 
87 
102 


Wolfson Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


39 
22 
33 
23 
25 


13 
2 
5 

11 
5 


0 

2 
2 


0 
0 

1 


1 1 
1 1 

4 4 


2 
5 
11 


0 
1 
3 


0 
40 
27 


20 
29 
24 
27 


29 
29 
31 
23 


Medical Campus Summary 


1981- 82 

1982- 83 
1933-84 

1984- 85 

1985- 86 










N/A 
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ERIC 













Table 


















Internal 


Program Heview of Associate in Science Dcg 
Miami-Dade Community College 
1981-82 - 1985-86 


reo Programs 








Program Title 


: Landscape 


Development 




Program Code: 73 






CIP Code: 


1210106050 






Program 
Enrol lees 


Program 
Grads 


Employed 
Belated 


Continuing 
Education*" 


Unrelated Status Placement 
Employment Unknown Pool*'^* 


Number 
Placed*** 


Percent 
Placed 


Fall Term Hajor 
Declaration by Student 


Report Year 


A.S. 


A. A. (29) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 64 

1984- 65 

1985- 86 


26 
14 
5 
4 
16 


2 
1 
0 
0 
2 


1 

0 
0 


0 
0 
0 


0 0 
0 0 
0 0 


1 
0 
0 


1 
0 
0 


100 
0 
0 


15 
8 
6 

17 


16 
15 
16 

24 


North Campus Summary 


1981-82 
, 1982-83 
if 1983-84 
' 1984-85 

1985-86 










N/A 












South Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


26 
14 
5 
4 
16 


2 
1 
0 
0 
2 


1 

0 
0 


0 
0 
0 


0 0 
0 0 
0 0 


1 
0 
0 


1 
0 
0 


100 
0 
0 


15 
8 
6 

17 


16 
15 
16 
24 


Wolfson Campus Summary 


19Li-82 

1982- 83 

1983- 84 










N/A 













1984- 85 

1985- 86 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
--•'.--Includes both Employed Belated and Continuing Education 
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ERIC 



table 66 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Land Surveying 



Program Code Jl 



CIP Code: 1261502031 



Program Program Employed Continuing Unrelated Status Placement Number 
Report Year Enrollees Crads Related Education* Employment Unknown Pool** Placed* 



Fall Term Major 
Declaration by Student 



Percent 
Placed 



College-Wide Summary 



A.S. 



A. A. (-) 



1981-82 


20 


3 


0 


0 


3 


0 


3 


0 


0 






1982-83 


8 


2 


2 


1 


0 


0 


2 


3 


150* 


9 




1983-86 


6 


2 


\ 


0 


1 


0 


2 


1 


50 


5 




1986-85 


6 


3 




0 


2 


0 


3 


1 


33 


5 




1985-86 


11 


0 
















11 














North Campus 


Summary 












1981-82 


20 


3 


0 


0 


3 


0 


3 


0 


0 






1982-83 


8 


2 


2 


1 


0 


0 


2 


3 


150* 


9 




1 1983-86 


6 


2 


1 


0 


1 


0 


2 


1 


50 


5 




1986-85 


6 


3 


1 


0 


2 


0 


3 


1 


30 


5 




1985-86 


11 


0 
















11 





1981- 82 

1982- 83 

1983- 86 
1986-85 
1985-86 



South Campus Summary 



N/A 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 86 
1986-85 
1985-86 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 86 
1986-85 
1985-86 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleger. 
^'Actual number of graduates used to calculate percent placed 
•''Includes both Employed Related and Continuing Education 
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ERIC 



Table 47 



Internal Program Review of Associate in Science Degree Programs 
Miami -Pade Community College 
1981-82 - 1985-86 



Program Title: Legal Assistant 



Program Code: T5 



CIP Code: 1272201030 



1981-82 
, 1982-83 
£ 1983-84 
• 1984-85 

1985-86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



157 
98 
134 
138 
171 





















Fall 


Term Major 




















Declaration by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status Placement 


Number 


Percent 




A. A. (04) 


Report Year 


Enrol lees 


Grads 


Related 


Education"'-' 


Employment Unknown 


Pooi** 


Placed*** 


Placed 


A.S. 


College-Wide Summary 


1981-82 


157 


16 


4 


2 


7 1 


16 


6 


38 






1982-83 


98 


1 


1 


1 


0 0 


1 


2 


200* 


76 


5,154 


1983-84 


134 


8 


6 


0 


0 2 


8 


6 


75 


95 


5,021 


1984-85 


138 


10 


9 


0 


0 0 


10 


9 


90 


116 


5,103 


1985-86 


171 


14 














160 


5,587 


Worth Campus Summary 



N/A 



South Campus Summary 



N/A 



Wolfson Campus Summary 



16 
1 
8 
10 
14 



16 
1 
8 

10 



38 
200* 
75 
90 



76 
95 
116 
160 



5,154 
5,021 
5,103 
587 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community CollPge*. 
***Actual number of graduates used to calculate percent placed 
^Includes ^oth Employed Related and Continuing Education 
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ERIC 



Table 48 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: 


Management 


Development 




Program Code : 


59 




CIP Code: 


1250604990 






















Fall 


Term Major 




Program 
















Declaration by Student 




Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 






Report Year 


Enrol less 


Grads 


Related 


Education* 


Employment Unknown 


Pud** 


Placed*** 


Placed 


A.S. 


A. A. (04) 


College-Wide Summary 


1981-82 


219 


16 


8 


0 


7 0 


16 


8 


50 






1982-83 


142 


17 


12 


7 


0 0 


17 


19 


112* 


108 


5,154 


1983-84 


117 


13 


11 


0 


2 0 


13 


11 


85 


82 


5,021 


1984-85 


104 


11 


6 


0 


0 4 


10 


6 


60 


64 


5,103 


1985-86 


100 


7 














69 


5,587 


North Campus Summary 


1981-82 






















, 1982-83 


98 


16 


12 


7 


0 0 


16 


19 


119* 


98 


1 ,474 


K 1983-84 


74 


10 


8 


0 


2 0 


10 


8 


80 


71 


1,458 


1 1984-85 


73 


11 


6 


0 


0 4 


10 


6 


60 


58 


1,474 


1985-86 


73 


7 














66 


1,586 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 S7A 

1984- 85 

1985- 86 



Wolfson Campus Summary 



1981-82 
























1982-83 


17 


1 


0 


0 


0 


0 


0 


0 


0 


10 


771 


1983-84 


12 


3 


3 


0 


0 


0 


3 


3 


100 


11 


811 


1984-85 


11 


0 


0 


0 


0 


0 


0 


0 


0 


6 


755 


1985-86 


8 


0 
















3 


750 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated wi th Employed Related as instructed by the Division of Community Colleges. 
-""Actual number of graduates used to calculate percent placed 
•—Includes both Employed Related and Continuing Education 
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Table k9 


















Internal 


Prpgr.jm Kevitw of Associate* in Science De)*r 


cv Programs 














Miami-Dade Community College 


















1981-82 - 1985-86 












Program Title: Marketing Management 


Program Code: 81 




C1P Code: 


1220614011 




















Fall Term Major 


















Declaration 


by Student 




Program 


Program 


Emplo /c u 


Continu ing Unrelated Status Placement 


Number 


Percent 




Report Year 


Enrollees 


Grads 


delated 


Ed u c a t i o n* r.rcp 1 oy me n t Ur. kno wn 


Pool*-'* 


Placed*** 


Placed 


A.S. 


A. A. (04) 


College-Wide Summary 


198W>2 


211 


20 


9 


J 0 3 


20 


12 


60 






1982-ii3 


114 


l r j 


7 


5 0 3 


15 


12 


80 


145 


5,154 


1983-84 


121 


10 


3 


0 0 7 


10 


3 


30 


121 


5,021 


1984-85 


144 


9 


4 


0 0 1 


5 


4 


80 


146 


5,103 


1985-86 


168 


12 












169 


5,587 


North Campus Summary 


1981-82 




















i 1982-83 


60 


10 


6 


5 0 1 


10 


11 


110* 


73 


1,474 


S 1933-84 


53 


7 


3 


0 0 4 


7 


3 


43 


53 


1,458 


1 1984-85 


82 


5 


3 


0 0 1 


4 


3 


60 


60 


1,474 


1985-86 


109 


10 












95 


1,586 


South Campus Summary 


1981-82 




















1982-83 


44 


4 


0 


0 0 2 


4 


0 


0 


54 


2,909 


1983-84 


53 


3 


0 


0 0 3 


3 


0 


0 


55 


2,752 


1984-85 


44 


4 


1 


0 0 0 


1 


1 


100 


65 


2,874 


1985-86 


43 


1 












54 


3,237 


Wolfson Campus Summary 


1981-82 




















1982-83 


10 


I 


1 


0 0 0 


1 


1 


100 


18 


771 


1983-84 


15 


0 


0 


0 0 0 


0 


0 


0 


13 


811 


1984-85 


16 


0 


0 


0 0 0 


0 


0 


0 


21 


755 


1985-86 


16 


1 












20 


750 


Medical Campus Summary 


1981-82 




















1982-83 




















1983-84 








N/A 












1984-85 




















1985-86 




















*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 




*~-Actual number of graduates used 


to calculate percent placed 












***Includes both Employed Related and Continuing Education 
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ERIC 



Table 50 



Internal Program Review of Associate in Science Degree Programs 
Niami^Dade Community College 
1981-82 - 1985-86 



Program Title 


: Medical Laboratory Technology 


Program Code: 


M9 




C1P Code: 


1231703040 


Report Year 


Program Program Emp loyed Continuing 
Enrol lees Grads Related Education* 


Unrelated Status 
Employment Unknown 


Placement 
Pool** 


Number 
Placed*** 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. A. A. (14) 



College-Wide Summary 



1981-82 


78 


20 


19 


0 


0 


0 


20 


19 


95 






1982-83 


94 


23 


19 


1 


1 


2 


23 


20 


87 


88 


189 


1983-84 


101 


19 


13 


1 


1 


4 


19 


14 


74 


128 


195 


1984-85 


84 


9 


7 


1 


1 


0 


9 


8 


89 


94 


170 


1985-86 


77 


21 
















66 


177 



North Campus Summary 



1981-82 
i 1982-83 

£ 1983-84 N7A 
1 1984-85 
1985-86 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 n/a 

1984- 8'i 

1985- 86 



Wolfson Campus Summary 



198>82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Medical Campus Summary 



1981-82 


78 


20 


19 


0 


0 


0 


20 


19 


95 






1982-83 


94 


23 


19 


1 


1 


2 


23 


20 


87 


88 


189 


1983-84 


101 


19 


13 


1 


1 


4 


19 


14 


74 


128 


195 


1984-85 


84 


9 


7 


1 


1 


0 


9 


8 


89 


94 


170 


1985-86 


77 


21 
















66 


177 



*Headeount may have been duplicated with Employed Related as instructed by the Division oi Community Colleges. 
**Actual numl*"r of graduates used to calculate percent placed 
Includes both Employed Kolatcd and Continuing Education 
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Table 51 



Internal Program Review ol Associate in Science? Degree Programs 
fliami-Dade Community College 
1981-82 - 1985-86 



Program Title: Medical Record Technology 



Program Code: M3 



C1P Code: 1231705060 



Program Program Employed Continuing Unrelated Status Placement Number Percent 
Report Year Enrollees Crads Related Education- Employment Unknown Pool** Placed*** Placed 



Fall Term Major 
Declaration by Student 



A.S. 



A. A. (14) 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



42 
35 
66 

fli 
88 



12 
8 
12 
12 
15 



6 
6 
1 I 
9 



Col lege -Wide Summary 



2 
0 
1 
1 



1.*! 
8 
12 
11 



6 
9 
11 
9 



50 
113* 
92 
82 



43 
55 
48 
31 



189 
195 
170 
177 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



North Campus Summary 



•I /A 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolfsou Campus Sur*. -y 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



42 
35 
66 
78 
88 



12 
8 
12 
12 
15 



6 
6 
11 
9 



12 
8 
12 
11 



6 
9 
11 
9 



50 
113* 
92 
82 



43 
55 
48 
31 



189 
195 
170 
177 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
'"^Includes both Employed Related and Continuing Education 
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Table 52 



Internal Program Review of Associate in Science Degree Programs 
Miami -Dade Community College 
198 1-82 - 1085-86 



Program Title: Nursing 


Accelerated 




Program Code: H4 






CIP Code: 


1231811014 


Program 
Rer>ott Year Enrol lees 


Program Employed 
Grads Related 


Continuing 
Education* 


Unrelated Status Placement 
Employment Unknown Pool""* 


Number 


Percent 
Placed 


Fall Terra Major 
Declaration by Student 

A.S. A. A. (16) 








College-Wide Summary 










1981- 82 

1982- 83 33 

1983- 84 65 

1984- 85 61 

1985- 86 47 


24 18 
21 17 
24 


0 
0 


2 3 
4 0 


24 
21 


18 
17 


lb 
81 


9 778 
30 779 
23 726 


North Campus Summary 


1981-82 
i 1982-83 
£ 1983-84 
1 1984-85 

1985-86 






N/A 
















South Campus Summary 










1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 






N/A 










Wolf son Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 






N/A 










Medical Campus Summary 


1981- 82 

1982- 83 33 

1983- 84 65 

1984- 85 61 

1985- 86 47 


24 18 
21 17 

J4 


0 
0 


2 3 
4 0 


24 
21 


18 

17 


75 
81 


9 778 
30 779 
23 726 



*Headcount may have : *. luplicated with Employed Related as instructed by the Division of Corrmunity Colleges. 
•'"•'Actual number of gran t.«»s used to calculate percent placed 
Includes both limp loved KlI >tf»cl and Continuing Educjtion 

67 



• •••••••• 



o 

ERIC 



Tabic S3 



Internal frog ram Review of Associate in Science Degree Prf>»»ramb 
Miami-Dade Community College 



1981-82 - 1985-86 



Program Title: Nursing Generic Program Code: 82 C1P Code: 123181 1010 



Fall Term Major 





















Declaration by Student 




Program 


D rogrom 


Employed 


Conti nuing 


Unrelated Status 


Placement 


Number 


Percent 






Report Year 


Enrol lees 


Grads 


Related 


Educa tion* 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A, (16) 


College-Wide Summary 


1981-82 


375 


135 


117 


2 


4 12 


135 


119 


88 






1982-83 


427 


140 


131 


20 


2 7 


HO 


151 


108* 


969 


721 


1983-84 


451 


82 


67 


0 


4 11 


82 


67 


82 


1,148 


//fi 


1984-85 


472 


99 


74 


0 


10 15 


97 


74 


76 


944 


799 


1985-86 


493 


108 














364 


726 



North Campus Summary 



1981-82 
, 1982-83 

S 1983-84 N/A 
1 1984-85 
1985-86 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Medical Campus Summary 



1981-82 


375 


135 


117 


2 


4 


12 


135 


119 


88 






1982-83 


427 


140 


131 


20 


2 


7 


140 


151 


108* 


969 


781 


1983-84 


451 


82 


67 


0 


4 


11 


82 


67 


82 


1,148 


778 


1984-85 


472 


99 


74 


0 


10 


15 


97 


74 


76 


944 


799 


1985-86 


493 


108 
















364 


726 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges* 
^Actual number of graduates used to calculate percent placed 

^Includes both Employed Related and Continuing Education ()8 



Table 54 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - J ?5-S6 



Program Title: Nursing Transition 



Program Code : PI 



C1P Code: 1231811012 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continu ing 


Unrelated 


Status 


Placement 


Number 


Percent 






Report Year 


Enrollees 


Grads 


Related 


Education* 


Employment 


Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A- (16) 












College-Wide Summary 












1981-82 


184 


91 


80 


3 


0 


8 


91 


83 


91 






1982-83 


295 


112 


98 


9 


6 


8 


112 


107 


96 


259 


781 


1983-84 


281 


113 


92 


2 


6 


13 


113 


94 


83 


318 


7 78 


1984-85 


257 


131 


109 


0 


8 


11 


128 


109 


85 


325 


7 99 


1985-86 


252 


90 
















163 


726 



North Campus Summary 



1981- 82 

1982- 83 
g 1983-84 
i 1984-85 

1985-86 



N/A 



South Campus Summary 



1981- 82 

1982- 83 
1983*84 

1984- 85 

1985- 86 



N'/A 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



1981-82 


184 


91 


80 


3 


0 


8 


91 


83 


91 






1982-83 


295 


112 


98 


9 


6 


8 


112 


107 


96 


259 


781 


1983-84 


281 


113 


92 


2 


6 


13 


113 


94 


83 


318 


778 


1984-85 


257 


131 


109 


0 


8 


11 


128 


ICO 


85 


325 


799 


1985-86 


252 


90 
















163 


726 



*Headcount may have been duplicated with Employed Related as instructed by the Division of f. .■*.•« unity Colleges. 
**Actual number of graduates used to calculate percent placed 
*** Includes both Employed Related and Continuing Education 
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Table 55 



Internal Program Review of Associate In Setence Decree Program* 
Hjamt-Ddde Cottotunity College 
- 1955-86 



Program Title: Office Technology 



Program Code: L2 



CIP Code: 1250706014 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


\ ^related 


Status Placement 


Number 


Percent 


A.S. 


A. A. (04) 


'sport Year 


Enrollees 


Grads 


Related 


Education* 


Employment 


Unknown 


Pool** 


Placed*** 


Placed 












College-Wide Summary 












1981-82 


1,256 


115 


84 


7 


22 


o 


115 


91 


79 






1982-83 


785 


107 


84 


17 


6 


15 


107 


101 


94 


865 


5, 154 


1983-84 


753 


96 


70 


0 


8 


16 


96 


70 


73 


990 


5,021 


198^-85 


734 


89 


76 


0 


6 


3 


85 


76 


89 


930 


5,103 


1985-86 


578 


80 
















932 


5,587 



ftorth Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


N/A 


" " " " " 'J 

* 

•> 


South Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


N/A 


_ 


VJoLfson Campus Sumnary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


N/A 




Medical Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


N/A 





*Headcount may have been duplicated with Employed teialet as inntcvctci'. by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent n?.aced 
***Inc luces both Emploved Related and Continuing Education 

l Repr*'- >ts consolidation of the General Office, Executive, Legal, and Medical Secretary programs. 
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Table 56 



Internal Program Review of Associate in Science Degree P-ograms 
Miami-Dade Community College 
1981-82 - 1985-86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



North Campus Summary 



N/A 



South Campus Summary 



N/A 



Wolf son Campus Summary 



N/A 



Program Title 


Ph. ,ical Therapy Assistant Technology 


Program Code: 


M7 




CIP Code: 


1231708140 






















Fall Term Major 




















Declaration 


by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 




Report Year 


Enroiiees 


Grads 


Related 


Education* 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (22) 


College-Vide Summary 


1981-82 


56 


25 


18 


0 


5 2 


25 


18 


72 






1982-83 


52 


22 


17 


11 


0 2 


22 


28 


127* 


50 


334 


1983-84 


92 


24 


20 


0 


1 2 


24 


20 


83 


63 


222 


1984-85 


83 


26 


20 


0 


4 2 


26 


20 


77 


59 


278 


1985-86 


98 


29 














65 


189 



Medical Campus Summary 



1951-82 


56 


25 


18 


0 


5 


2 


25 


18 


72 






1982-83 


52 


22 


17 


11 


0 


2 


22 


28 


127* 


50 


334 


1983-84 


92 


24 


20 


0 


1 


2 


24 


20 


83 


63 


222 


1984-85 


83 


26 


20 


0 


4 


2 


26 


20 


77 


59 


278 


1985-86 


98 


29 
















65 


2S9 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
-Actual number of graduates used to calculate percent placed 
•'•Includes both Employed Related and Continuing Education 
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Table 57 



Internal Program Review of Associate in Sconce Degree Programs 
rliami-Dadc Community Collo&e 
1981-82 - 1985-86 



Program Title: Postal Management 



Program Code: J3 



CIP Code: 12606200i 



Report Year 


Program 
Knrol lees 


Program 
Grads 


Employed 
Related 


Continuing 
Education* 


Unrelated Status 
Employment Unknown 


Placement 
Pool** 


Number 
Placed**-' 


Percent 
• Placed 


Fall Term 'tuj or 
Declaration by Sl-u^nt 

A.S. A. A. (29) 


College-Wide Summary 


1981- 82 

1982- 83 

1983- 86 
1*84-85 
1985-86 


19 
19 
23 
23 

17 


1 
0 
1 

2 
2 


0 
0 

1 

0 


1 
0 
0 
0 


0 0 
0 0 
0 0 
0 0 


1 
0 
1 
2 


1 
0 
1 
0 


100 
0 

100 
0 


7 

17 
7 
16 


5,154 
5,021 
5,103 
5,587 



North Campus Summary 



N/A 



South Campus Summary 



N/A 



Wolf son Campus Summary 



19 1 0 1 0 0 1 l 100 - 

19 0 0 0 00000 ? 5,154 

23 1 1 0 0 0 1 1 100 17 5,021 

23 200 00200 7 5,103 

" 16 5 ,5*7 



17 2 



Medical Campus Summary 



N/A 



*Hcadcotn»t may have been duplicated with Employed Related as instructed by the illusion of Community Colleges. 
^Actual number of graduates used to calculate percent placed 
-'Includes both Employed Related and Continuing Education 
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Table 58 



Intern ; Vrogram Review of Associate in Science Degree Programs 
Miami-Dade Community College 
19U-82 - 1985-86 



Program Title: Radio-TV Broadcast Technology 



Program Code: 68 



CIP Code: 1261001041 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


Unrelated 


Status 


Placement 


Number 


Percent 




A. A. (42) 


Report Year 


Enrollees 


Crads 


Related 


Education''*' 


Employment 


Unknown 


Pool** 


Placed*-** 


Placed 


A.S. 


College-Wide Summary 


1981-82 


184 


24 


6 


10 


6 


2 


24 


16 


67 






1982-83 


124 


16 


n 


7 


4 


1 


16 


18 


1 1 3* 


110 


141 


1983-84 


135 


19 


7 


3 


6 


3 


19 


10 


53 


140 


138 


1984-85 


128 


20 


7 


5 


8 


0 


20 


12 


60 


99 


157 


1985-86 


118 


16 
















115 


164 



North Campus Summary 



1981-82 


184 


24 


6 


10 


6 




24 


16 


67 






i 1982-83 


124 


16 


11 


7 


4 


1 


16 


18 


113* 


110 


141 


£ 1983-84 


135 


19 


7 


3 


6 


3 


19 


10 


53 


140 


138 


' 1984-85 


128 


20 


7 


5 


8 


0 


20 


12 


60 


99 


157 


1985-86 


118 


16 
















115 


164 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolfson Campus Summary 



N/A 



Medical Campus Summary 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by ttie Division of Community Colleges. 
^"Actual number of graduates used to calculate percent placed 
'•"^Includes both Employed Related and Continuing Education 
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Tob If: $9 



Internal Program He-view of Associate i n Science Degree- Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program f iU 


e: Radiologic 


Technology 




Program Code 


: S3 




CIP Code: 


1231702090 






















Pall 


Term Major 




















Declaration by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 




A. A. (14) 


Report Y* ar 


Enrol lees 


Grads 


ftelated 


Education* 


Employment Unknown 


pool** 


Placed*** 


Placed 


A.S. 












College-Wide Summa 












1981-82 


53 


29 


23 


1 


1 3 


29 


24 


83 






1982-83 


61 


7 


6 


1 


0 1 


7 


7 


100 


89 


189 


1983-8* 


79 


21 


15 


0 


2 4 


21 


15 


71 


142 


195 


1984-85 


54 


25 


22 


2 


1 o 


25 


24 


96 


126 


170 


1985-86 


55 


15 














46 


177 



1981-62 
, 1982-83 
55 1983-8^ 
1 1984-85 
1985-86 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



North Campus Summary 



N/A 



South Campus Summary 



N/A 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



1981- 82 

1982- 83 

1983- 8* 

1984- 85 

1985- 86 



53 
61 
79 
54 
55 



N/A 



Medical Campus Summary 



29 
7 
21 
25 
15 



23 


1 


1 


3 


29 


26 


83 






6 


1 


0 


1 


7 


7 


100 


89 


189 


15 


0 


2 


4 


21 


15 


71 


142 


195 


22 


2 


1 


0 


25 


24 


96 


126 


170 
















46 


177 



*-.VActu 



■^Includes both Employed Related and Continuing Education 
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Table 60 



Internal Program Review of Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title 


Real Estate Management 




Program Code: 


T6 




C1P Code: 


1220617011 






















Fall Term Major 




















Declaration 


by Student 




Program 


Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Percent 




Report Year 


Enrol lees 


Grads 


Related 


Education* 


Emp loyment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (04) 


College-Wide Summary 


1981-82 


41 


2 


0 


0 


0 2 


2 


0 


0 






1982-83 


16 


0 


0 


0 


0 0 


0 


0 


0 


10 


5,154 


1983-84 


15 


0 


0 


0 


0 0 


0 


0 


0 


18 


5,021 


1984-85 


25 


0 


0 


0 


0 0 


0 


0 


0 


21 


5,103 


1935-86 


31 


2 














42 


5,587 



North Campus Summary 



1981-82 






















, 1962-83 


5 


0 


0 


0 


0 0 


0 


J 


0 


9 


1,474 


£ 1983-84 


7 


0 


0 


0 


0 0 


0 


0 


0 


13 


1,458 


' 1984-85 


13 


0 


0 


0 


0 0 


0 


0 


0 


15 


1,474 


1985-86 


19 


2 














20 


1,586 


South Campus Sumnurv 


1981-82 






















1982-83 






















1983-84 










N/A 












1984-85 






















1985-86 
































Wolf son Campus Summary 












1981-82 






















1982-83 


1 


0 


0 


0 


0 0 


0 


0 


0 


1 


771 


1983-84 


0 


0 


0 


0 


0 0 


0 


0 


0 


5 


811 


1984-85 


3 


0 


0 


0 


0 0 


0 


0 


0 


6 


755 


1985-86 


U 


0 














10 


750 


Medical Campus Summary 



1981- 82 

1982- 63 

1983- 84 

1984- 85 

1985- 86 



N/A 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
^Actual number of graduates used to calculate percent placed 
Includes both Employed Related and Continuing Education 
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Table 61 



Internal Program Review of Associate In Science Degree Progrnns 
Miani-Dade Community College 
19B1-Q2 - 1985-86 



Program Title 


Peer eat ional Leadership 




Program 


Code: B5 






CIP Code: 


1273601990 






















Fall Term Maior 






















Declaration by Student 




Program 


ProgranJ 


Employed 


Continuing 


Unrelated Status Placement 


Number 


Percent 


A.S. A. A. (38) 


Report Year 


Enrol lees 


Grads 


Related 


Education* 


Employment UnKnown Pool** 


Placed*** 


Placed 












College-Wide 


Sunmary 










1981-82 


12 


1 


0 


1 


0 


0 


1 


1 


100 


- 


1982-83 


14 


1 


0 


0 


0 


1 


1 


0 


0 




1983-84 


17 


0 


0 


0 


0 


0 


0 


0 


0 




1984-85 


10 


2 


0 


0 


0 


0 


0 


0 


0 




1985-86 


4 


0 




" 








~ 


~* 


22 186 












North Campus 


Summary 










1981-82 


5 


1 


0 


1 


0 


0 


1 


1 


100 




is 1982-83 


11 


1 


0 


0 


0 


1 


1 


0 


0 




V 1983-84 


14 


0 


0 


0 


0 


0 


0 


0 


0 




1984-85 


9 


2 


0 


0 


0 


0 


0 


0 


0 




1985-86 


3 


0 




























South Campus 


Suiwiary 










1981-82 


3 


0 


0 


0 


0 


0 


0 


0 


0 




1982-83 


1 


0 


0 


0 


0 


0 


0 


0 


0 




1983-84 


1 


0 


0 


0 


0 


0 


0 


0 


0 




1984-85 


0 


0 


0 


0 


0 


0 


0 


0 


0 




1985-86 


0 


0 




























Wolfson Campus 


Summary 










1981-82 


4 


0 


0 


0 


0 


0 


0 


0 


0 




1982-83 


2 


0 


0 


0 


0 


0 


0 


0 


0 




1983-84 


2 


0 


0 


0 


0 


0 


0 


0 


0 




1984-85 


1 


0 


0 


0 


0 


0 


0 


0 


0 




1985-86 


1 


0 



















Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
***Includes both Employed Related and Continuing Education 
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Table 62 



Internal Program Review ot' Associate in Science Degree Programs 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Respiratory Therapy Technology 



Program Code: N2 



CIP Code: 1231708181 



Report Yi?ar 


Program 
Enrol lees 


Program 
Crads 


Empl oyed 
Related 


Cont inuing 
Education* 


Unrelated Status Placement 
Employment Unknown Pool'*"'' 


Number 
Placed*** 


Percent 
Placed 


Fall Term Major 
Declaration by Student 

A.S. A. A. (14) 












College~Wide Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 


76 
78 
90 
76 
61 


17 
15 
15 
21 
16 


14 
15 
12 
19 


0 
0 
0 

0 


3 0 

0 0 
2 1 

1 1 


17 
15 
15 
21 


14 
15 
12 
19 


82 
100 
80 

90 


48 
92 
91 
56 


189 
195 
170 
177 


North Campus Summary 


1981-82 
, 1982-83 
£ 1983-84 
1 1984-85 

1985-86 










N/A 






















South Campus Summary 












1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N/A 












Wolfson Campus Summary 


1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 










N7A 












Medical Campus Summary 


1931-82 
1982-83 
19P3-84 
1964-85 
1985-86 


76 
78 
90 
76 
61 


17 
15 
15 
21 
16 


14 
15 
12 
19 


0 
0 
0 
0 


3 0 

0 0 
2 1 

1 1 


17 
15 
15 
21 


14 
15 
12 
19 


82 
100 
80 
90 


48 
92 
91 
56 


189 
195 
170 
177 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
••Actual number of graduates used to calculate percent placed 
"Includes both Employed Related and Continuing Education 
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Table 63 



Internal Program Review of Associate in Science Decree Programs 
Miami-Dade Community College 
1981-82 - 1985-S6 



Program Xlt)e: Sign Language Program Code: J7 C1P Code: 1231708200 



FaU Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


Unrelated Status 


Placement 


Number 


Partent 






Report Year 


Enrol lees 


Grads 


Related 


Education* 


Employment Unknown 


Pool** 


Placed*** 


Placed 


A.S. 


A. A. (-) 


College-Wide Summary 


1981-82 






















1982-83 


0 


0 


0 


0 


0 0 


0 


0 


0 


0 




1983-84 


0 


( 


0 


0 


0 0 


0 


0 


0 


0 




1984-85 


29 


0 


0 


0 


0 0 


0 


0 


0 


27 




1985-86 


38 


4 














36 





North Campus Summary 



1981-82 






















, 1982-83 


0 


0 


0 


0 


0 


0 


0 


0 


0 


0 


S 1983-84 


0 


0 


0 


0 


0 


0 


0 


0 


0 


0 


1 1984-85 


29 


0 


0 


0 


0 


0 


0 


0 


0 


27 


1985-86 


38 


4 
















36 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 Hi A 

1984- 85 

1985- 86 



Wolf son Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Medical Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used to calculate percent placed 
^Includes both Employed Related and Continuing Education 
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Table 



Internal Program Kcvicw of Associate in Science Degree Programs 
Miami-tiade Community College 
1981-82 - 1985-86 



Program Title: Travel and Tourism 



Program Code: K3 



CIP Code: 122081 1050 



d » v ,. Pr °?r arn Program Employed Continuing Unrelated Status Placement Number 

Report Yoar hnroU Ce s Grads Related Education* Employment Unknown Pool** Placed-' 



Percent 
Placed 



Fall Term Major 
Declaration by Student 



A.S. 



A, A, (E5) 



College-Wide Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



316 
217 
192 
203 
211 



46 
47 

29 
38 
34 



26 
35 
12 
16 



3 


13 


4 


46 


29 


63 


6 


7 


5 


47 


41 


87 


3 


8 


5 


29 


15 


52 


0 


6 


0 


26 


16 


62 



217 
164 
165 
233 



96 
84 
131 
135 



North Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



316 
217 
192 
203 
211 



46 
47 
29 
38 
34 



26 
3o 
12 
16 



13 


4 


46 


29 


63 






7 


5 


47 


41 


87 


217 


96 


8 


5 


29 


15 


52 


164 


R4 


6 


0 


26 


16 


62 


165 


131 












233 


135 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



N/A 



Wolfson Campus Summary 



1981- 82 

1982- 83 

1983- 8/i 

1984- <*5 

1985- 86 



N/A 



1981- 82 

1982- 83 

1983- 84 

1984- 85 

1985- 86 



Medical Campus Summary 



N/A 



*He3dCo Urit may have been duplicated with Employed Related as instructed by the Division of Community CoM^es 
-•Actual nutnDer ot graduates used to calculate percent placed 
.'-.-•Includes both Employed Related n n d Continuing Education 
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Table <i5 

I ritc*rna 1 Program Krview of Associate in Science Degree Program*; 
Miami-Dade Community College 
1981-82 - 1985-86 



Program Title: Vision Care Technology Program Code: M6 ClP Code: 1231707040 



Fall Term Major 
Declaration by Student 





Program 


Program 


Employed 


Continuing 


Unre lated 


Status 


Placement 


Number 


Percent 






Report Year 


Hnrol lees 


Crads 


Related 


Educat ion-* 


Employment 


Unknown 


pool'*"" 


Placed*** 


Placed 


A.S. 


A. A. (17) 












College-Wide Summary 












1981-62 


74 


30 


16 


0 


12 


1 


30 


16 


53 






1982-83 


58 


27 


26 


3 


0 


0 


27 


29 


107* 


12 


33 


1983-86 


74 


29 


16 


0 


6 


7 


29 


16 


55 


12 


26 


1984-85 


86 


29 


27 


0 


0 


2 


29 


27 


93 


21 


29 


1985-86 


72 


34 
















67 


36 



North Campus Summary 



1981-82 
, 1982-83 

^ 1983-84 N/A 
1 1984-85 
1985-86 



South Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Wo If son Campus Summary 



1981- 82 

1982- 83 

1983- 84 N/A 

1984- 85 

1985- 86 



Medical Campus Summary 



ly81-82 


74 


30 


16 


0 


12 


1 


30 


16 


53 






1982-83 


58 


27 


26 


3 


0 


0 


27 


29 


107* 


12 


33 


1983-84 


74 


29 


16 


0 


6 


7 


29 


16 


55 


12 


26 


1984-85 


86 


29 


27 


0 


0 


2 


29 


27 


93 


21 


29 


1985-86 


72 


34 
















67 


36 



*Headcount may have been duplicated with Employed Related as instructed by the Division of Community Colleges. 
**Actual number of graduates used tc calculate percent placed 
***In eludes both Employed Related and Continuing Education 
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